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OS/2 Warp: 

The Hottest 

Java Around ! 

OS/2 Warp is developing 
into a strong and speedy 
foundation for Java. 

This perfect fit is nicely 
symbolized by “Carmen” 
the two-sided coffee cup 
by dutch ceramist Erik-Jan 
Kwakkel on the cover page. 

There’s Much 
More Than 
We Can Show 

This catalogue offers a large 
selection of software for 
OS/2. But we have more on 
offer than we can show 
here. Don’t hesitate to call 
us if you need information 
about products which are 
not presented here. Or 
check out our web site: 
www.xe u .co m/b I u e wa re/ 

Large Volume 
Licencing: Deep 
Discounts! 

We can offer your company 
deep discounts on IBM 
and Lotus volume license 
purchases with the 

IBM Software Advantage 

Program and the Lotus 
Passport Program. Call us 
for more information. 


Products and other information are 
subject to change without notice. 

We cannot be held responsible for 
typesetting errors and errative information 
which may unintentionally have slipped in. 

©1997 Blueware, The Netherlands. 

All trademarks and registered trademarks 
are recognized. 
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It’s Java Time 

Just when you thought that OS/2 was 
on its way back, it is receiving a strong 
infusion from Java and the internet. 

As Dr. Michael Cowpland, president and CEO of Corel 
Corporation put it: “This platform is indeed one of the 
best operating system solutions in which to run 
Corel Office for Java (http://officeforjava.corel.com/), 
a suite of applications that is setting the standard for 
Java-based office suites, and marks another milestone 
in the evolution of Java as a whole.” 

The OS/2 Warp 4.0 Java implementation was recently 
updated with a better Virtual Machine (VM) and a 
speedy Just In Time (JIT) compiler. Also, even older OS/2 
versions, including Warp 3.0, Warp Connect 
(and Warp Server are now fully able to suppport Java. 

But the great work does not end with that: you can 
expect a steady stream of new revisions and updates 
over the next months. IBM and Lotus have both publicly 
stated that they will make Java a key technology 
for their mainstream product line and that they will 
focus on business solutions for the internet. 

As a result, we now have VisualAge for Java and 
VisualAge for e-business as important additions to 
IBM’s largely successful VisualAge family of multi- 
platform development tools. And Lotus has really taken 
the lead on the internet with its new Web-centered 
Notes and Domino technologies. Also, IBM is actively 
encouraging and helping developers and customers 
rapidly migrate their applications to Java. 

On the LAN front meanwhile, OS/2 Warp Server 
is doing very well. Industry analyst Dataquest 
forecasts a strong growth For OS/2 Warp Server in the 
next years. Which is not unlogical, since this stable 
server now offers the best Windows 95 and 
Windows NT client support one can imagine. 

OS/2 Warp is the ideal operating 
system solution for today’s networked 
world, offering an open business 
platform for heterogeneous 
environments. It delivers today on the 
promise of network computing with 
Internet/intranet connectivity, 
dependable systems management, ease 
of use, scalability and support for that 
hot new Java technology. 
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Dr. Solomon’s Anti-Virus 

By Dr. Solomon 

Dr. Solomon’s is a collection of software which can 
offer complete protection for your system. 

Dr. Solomon’s offers a complete professional toolkit 
for the systems manager. Quarterly and monthly 
updates are possible. 


PTK12 


Dr. Solomon’s Toolkit OS/2 Professional 
Dr. Solomon’s Basis for OS/2 


IBM AntiVirus 

By IBM 

Get powerful virus protection, 
detection, and disinfection 
for your personal computer. 

With IBM Antivirus, you get 
“install and forget” detection 
of over 2000 known viruses, 
as well as the ability to 
analyse and detect new and 
undocumented viruses. Call for the affordable multi- 
platform Enterprise agreements. 



23H8494 


Antivirus Desktop OS/2, DOS, W3X, W95 V2.5.2 


70H0682 


IBM AntiVirus Enterprise 25 users V2.5 


McAfee VirusScan 

By McAfee 

McAfee VirusScan consistently detects over 96% of 
known and unknown viruses. In addition, it protects 
against new viruses by automatically checking all 
new programs and disks. VirusScan works on all 
popular networks as well as stand-alone 
workstations. 


MCF50 


McAfee VirusScan v3 



ARCsolo for OS/2 

By Cheyenne Software 

ARCsolo for OS/2 offers reliable backup and restore 
to OS/2 workstations and LAN Server servers. This 
stand-alone application offers powerful storage 
management tools, which include features such as 
Intelligent Restore and the File Tracking System, as 
well as a variety of logs and reports. ARCsolo for 
OS/2 combines an object-oriented drag and drop 
interface for ease-of use, and a multi-threaded 
device engine for maximum performance. 


CHE45 


ARCsolo V1.7 for OS/2 


ADSM/2 

By IBM 

ADSTAR Distributed Storage Manager/2 (ADSM/2) 
provides businesses with a recovery and storage 
management solution that manages network 
storage and protects valuable data found on 
diverse Intel-based, Unix based and Macintosh 
platforms. 

The process of backing up hundreds of workstations 
and file servers is labor intensive, time consuming, 
and costly. With IBM’s ADSM/2, businesses have a 


storage management solution for their enterprise 
that helps reduce labor costs, protects hardware 
and software investments, and helps manage 
storage costs. 


1 33H6327 ■ 


ADSM/2 Client 1-pack 

■ PR023 1 

1 89G1342 I 

EZRAID v2.01 for OS/2 

ADSM/2 Server 

■ PR024 


EZRAID Lite vl.0 for OS/2 

BackAgain/2 

By Computer Data Strategies 

Novaback 

Supports any device 

By Novastor 

supported as nameable drive, 

Multi-Platform, Multi-Language all on one CD! 



BO**? 


including SCSI tape drives, 

Bernoulli Boxes, Syquest 
removable hard drives, 
diskettes, etc. Will support 
EA’s, HPFS, HPFS386, and 
long file names. Ease of use 
and powerful capabilities go 
hand-in-hand with Back 
Again/2 Professional. 

Featuring an attractive point 
and click interface modeled after the OS/2 ‘drives 
object’, Back Again/2 Professional also features a 
built-in scheduler, password protection, and multiple 
levels of data compression. 

Back Again/2 Personal Edition 
BackAgain/2 Pro V4.0 
BackAgain/2 Pro V4 C U 
BackAgain/2 Ent Ed 


storage capacity and now with two versions all OS/2 
systems can take advantage of RAID technology. The 
light version is for the single user desktop and 
supports 2 disk drives. Full version is LAN enabled 


* True 32-Bit Backup and Restore 

* Automatic Configuration 

* NovaBoot Floppy Disaster Recovery Utility 

* Automatic Scheduler 

* Automated Backups 

* Schedule any batch file or executable 

* Data Compression 




NOVAWORKS 


Novaback Multi Platform CD 

Seagate Backup 

By Seagate Software 

32-bit data protection solution, featuring automated 
disaster recovery. Backup Exec is fully integrated 
withthe Workplace Shell and supports a broad range 
of tape devices. It also supports Zip/Jazz, Power 
Drive and LS120 devices. 

Seagate Backup Exec V3.0 for OS/2 


BackMaster 

By MSR Development 

BackMaster 3.0 - The Ultimate Disaster Recovery 
and Backup software for OS/2 restores your entire 
system from boot diskettes from a wide range of 
internal and external tape drives. Latest version 
includes a scheduler for more flexibility. 


MSR86 


BackMaster v3 


MSR86U 


BackMaster v3 UPG 

BakUpWiz 

By PCX - The PCX Experts 

Powerful and easy-to-use SCSI Tape Backup/Restore 
program. Backup and restore entire volumes or only 
selected files and directories. Include or exclude 
lower level subdirectories. Restore files to different 
directory/tree structure and much more including 
EAs, long file names, HPFS support, and QFA 
support. Also allows back up to floppy disks. 


PCX55 


BakupWiz vl.l for OS/2 

DualStor 

By IBM 

Easy-to-use tape backup and restore utility that 
supports a wide variety of QIC 80 and Servo-Track 
tape formats including CMS Jumbo 250, Iomega, and 
others. It provides data compression and Network 
support for both IBM and non-IBM ISA hardware. 


44H3366 


Dualstor Backup V3 For OS/2 

EZRAID 

By Pro Engineering 

EZRAID is a powerful, flexible and easy to use RAID 
software solution for OS/2. With EZRAID you get 
fault-tolerance, faster disk transfer and increased 


Sytos 

By Seagate Software 

Sytos Premium for Warp Server enables you to 
protect all of your OS/2 server data, including long 
file names. Fully integrated with the operating 
system to maximize performance. 


84G0355 


Sytos Premium V2.1 For OS/2 3.5 


AC-ALEO-210SY 


Sytos Plus OS/2 Premium Autoloader 



Bitstream Font CD 

By Bitstream 

The Bitstream Font Collection on CD-ROM contains 
a comprehensive library of 500 professional-quality 
Bitstream fonts in both Postscript Type 1 format for 
OS/2 and TrueType format for Windows. Not only is 
this CD the perfect typographic resource, but it also 
allows users to have matching fonts when sharing 
documents between operating systems. 


BIT50 


Bitstream Font Collection for OS/2 

BMT Micro CD Q 

By BMT Micro 

All the applications that are available from BMT 
Micro in packed and unpacked versions. All these 
applications can be registered through Your 
Blueware Reseller! This is the ultimate Try-Before- 
You-Buy collection of commercial quality OS/2 
Software. See http://www.bmtmicro.com/ for an 
overview of the disk’s contents. Call us for more 
information about our fast registration service. 

































Walnut Creek CDs 

By Walnut Creek 

Inluding the Hobbes 
OS/2 archive - over 600 
MB of compresed files 
containing utilities, fonts, 
games, demos, icons and 
more....all written for 
OS/2. Now 2 CDROMs. 

The Complete FreeBSD Book + 2CDs 
Linux: The Complete R eference 
CICA for Windows INI' 

The Beer Home B rewing Guide 
Toolkit for Delphi 
Applets for JA VA 
Jolt CDROM 
Red Hat CD (Linux 4.1 ) 

GIFs Galore CDROM 
Hobbes CDROM November 96 Ed 
Hobbes CDROM Archive April 97 
Hobbes Ready-to-Run OS/2 CD -ROM 
WebMasters ToolKit CDROM 
Project Gutenber g 1997 CDROM 
Clipper CDROM 


CICA MS Windows CDRO M 
Simtel MS DOS CDROM 
FreeBSD CDROM v2.2.1 
Linux Toolkit CD October 1996 
C/C++ Users Group Library CDROM 
Walnut Creek Giga Games v4 CDROM 
Giga Games 2 CD 
Giga Games 3 CD 
UNIX/DOS Source Code CDROM 
Clip Art Image Library 
Font Garden CDR OM 
X 11R6 CDROM 

Scientific Technical Lib rary CDROM 
Internet Info CDROM 
Space Astronomy CDROM 
Fractal Frenzy v2 
Fractal Frenzy vl CDROM 
Walnut Creek Ad a CDROM 
TCL/TK CDROM 
Walnut Creek Tex CD ROM 


WAL95 


Clip Art Image Library CDROM 


WAL96 


Linux Slackware v3.2 CDROM 


WAL97 


Perl CDROM 


WAL98 


Toolkit for Doom 1 2 CDROM 


WAL99 


QRZ! CDROM 


Developer Source Q 

By 1-Mode Publications 

Instant access to programming expertise and 
innovations from over 40 leading software 
development magazines, journals and books. Better 
research means you save time and build better 
applications. 

Users can quickly access articles, product reviews, 
columns and editorials covering all the latest topics 
in software development. Topics include: OS/2 
Operating System, Client/Server, LAN management, 
JAVA programming, Algorithms, C and C++ 

Standards, Database Applications, Debugging, Image 
Processing, Object Oriented Programming, and 
Portability. Note: Has a Windows interface 


IMD10 


Developer Source CDROM Library 


Technical Connection 

By IBM 

This CD-ROM contains all the latest fixes, 
information, questions and answers, etc. concerning 
IBM’s OS/2 products. 


08H2572 


Technical Connection Pers. SW CD 


Reclaim Wasted Disk Space 
Safely Run Multiple OSs 
Organize and Protect Data 



PowerQ uest's PartitionM agic 
was designed to help you 
combat the inefficiencies that 
come with large hard drive 
partitions. 

Guided by an intuitive 
G raphical U ser I nterface you 
shrink, expand and move 
partitions with the click of a mouse. All without reformatting! 
Version 3.0 supports all major platforms, including DOS, 
Windows 3.1, Windows 95, NT, and OS/2. You can even run 
all these Operating Systems from one 
drive with the easy-to-use Boot M anager. 


NOW, ORDER THIS MIRACLE 
UTILITY FROM YOUR 
BLUEWARE RESELLER TODAY! 


ARE YOU GETTING 

the most out of 
your hard drive? 


QUEST 


the safest, easiest, an d m o st 
affordable way to copy 
everything from your old 

HARD DRIVE 

to your new 

hard drive 

NEW from the makers 
of Partition Magic! 

With a few simple steps, 
everything from your old 
hard drive is automatically 
copied to your new one 
without losing a single 

preference, setting, or byte data. N o re-installing, no data 
loss, no headaches. Just the easiest way to move on to a 
bigger hard drive. D riveCopy supports 
every major 0 perating System: 

•Windows 95 • Windows 3.1 
•WindowsNT -DOS-OS 12 

NOW, ORDER FROM YOUR 
BLUEWARE RESELLER TODAY! 

Q U E t T 


POWER" 
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Attachmate Extra 

By Attachmate 

EXTRA! for OS/2 v2.0 is a object-orientated, 3270 
emulator designed for OS/2. Integrated APPN and 
3270 engines allow multiple concurrent APPC/CPI-C, 
LUA, SDLC, DFT, DLC (802.2), IPX/SPX, and NetBIOS 
sessions. 


ATT10 


Attachmate Extra! for OS/2 

CallerlD/2 (J23 

By Rhintek Incorporated 

CallerlD/2 sits in the background of OS/2 and 
promptly identifies incoming callers. Based on the 
powerful RhinoCom engine, CallerlD/2 uses custom 
popup messages, hang ups on certain numbers or 
call-types, or even multimedia sounds associated 
with each call to efficiently handle your calls. 

CallerlD/2 

CapWatch 

By Creative Assistance Software 

Provides the LAN Server administrator with easy 
tracking of utilization against the configured capacity 
limits from anywhere on the network. Capwatch 
gives configurable alarms and alerts to help 
administrators in monitoring usage and anticipated 
over-utilization. Requires LAN Server 3.0, 3.01 or 4.0 


BMTCAP 


CapWatch V1.0 for OS/2 

cc: Mail 

By Lotus Development 

Communications are the lifeblood of all companies. 
With cc: Mail you can connect 5 people in a single 
office or 10.000 people globally. Start with a 
platform package for each operating system on your 
network and then add as many user packs as you 
need. If you connect to remote locations you also 
need a router. 


K43713UK 


cc: Mail Desktop OS/2 WPS UK 

Checklt Q 

By Client Server Networking 

Checklt to “take charge” of the IBM LAN Server. 
Checklt monitors all of your servers in up to 4 
domains (1000+ servers) from a single workstation. 
Continually updated graphics provide a visual display 
of availability. If during the polling process a server 
becomes inoperative, Checklt will send a message 
and/or call your pager. Select an icon to get the 
current status of shares, users, and response. 



CleverManage 

By CleverSoft 

This exciting new systems management tool can 
control, manage and monitor all OS/2 and Windows 
machines. CleverManage features include: software 
distribution, inventory/asset management, appli- 
cation metering, resource monitoring and more. 


cvsio 


CleverManage 


CVS35 


CleverManage VI Node Agent 5 Pack 


CVS70 


CleverManage V1.0 for OS/2 Starter Pk 

CleverWatch Q 

By CleverSoft 

CleverWatch 4.0 is a smart agent which monitors 
and manages Lotus Notes servers. It can manage 
Notes from any SNMP manager such as 
Netview/600 or directly via Notus. 


CVS25 


CleverWatch 

Communications 

Manager/2 

By IBM 

Communications Manager/2 offers a suite of 
communication services for OS/2 which are now 
even easier to install and use. Components are: 

* 3270 and 5250 terminal emulation 

* a SNA gateway for OS/2, DOS and Windows 
workstations 

* Services and connections including 

LAN, SDLC, DFT, ACDI, ISDN, TDCC,X.27,APPC/APPN 
End mode and Network Node 

* Powerful API support (Application Programming 
Interfaces) 



COMi Q 

By OS Tools 

COMi, a multi-port asynchronous serial device driver, 
supports up to 99 serial devices. COMi supports 
shared interrupts on ISA machines with specific 
serial adapters. It supports standard UARTs and 
baud rates to 460.8 kbps. 



Communications Q 
Server 

By IBM 

The IBM Communications 
Server for OS/2 Warp, 

Version 4 (Communications 
Server) provides industrial 
strength OS/2 
communications by 
combining the versatile 
multiprotocol support of 
AnyNet/2, with the power of Communications 
Manager/2. The Communications Server has these 
features: 

* Capacity to grow: Supports up to 2000 clients and 
more than 20,000 simultaneous host sessions 

* Multiprotocol Support 

* Robust 32-bit API’s 

* Connectivity Enhancements 

* CPI-C 2.0 Enhancements 

* A wide range of LAN and WAN connectivity options 


84H1802 


Communications Server for OS/2 UK CD v4.1 


84H1803 


Upg. Comm. Server for OS/2 UK CD v4.1 

COMscope 

By OS/Tools Inc. 

Monitors and controls serial communications. 
Captures vital application and process events, 


including: application DosOpen and DosClose calls, 
DosDevlOCtl function calls, input/output modem 
signal changes, Xon/Xoff character reception and 
transmission, DosRead/DosWrite calls, and 
communication errors. 


OSTIO 


COMscope V3.7 3.5 

ComSpool Q 

By OS Tools 

COMspool is designed to connect any serial device 
controlled by COMi with PMSPOOL. Uses the same 
interface and API used by the print spool drivers 
included with OS/2 to connect and configure printer 
ports. 


OST15 


ComSpool 

DatagLANce 

By IBM 

DatagLANce is a network analyzer which can 
perform simultaneous Ethernet and Token-Ring 
monitoring, analysis and capturing even on a laptop 
machine! 

Unlike out-of-date character-mode analyzers, this one 
provides a graphical interface which you can 
customize almost endlessly to best meet your 
needs. 


11H0233 


DatagLANce Ethernet/Tokenring V1.2 


11H0234 


DatagLANce Ethernet V1.2 


11H0235 


DatagLANce Tokenring V1.2 

eXceed/OS2 

By Hummingbird 

This top selling PC X connectivity software gives PC 
users access to graphics applications running on 
networked computers with UNIX, VMS, and other 
operating systems. You can simultaneously interact 
with several X applications in separate windows on 
your PC screen. 



FaxWorks Pro for OS/2 

By Global Village 

Faxworks is an OS/2 fax software that’s flexible, fast 
and easy. It comes loaded with customizable toolbar, 
built-in OCR and PCL support, and full workplace 
Shell integration. You can drag-and-drop documents 
to the printer, files onto fax pages, fonts onto cover 
sheets, and more. Version 3 gives you Internet 
Integration, Voice capabilities, a REXX interface and 
more! 


SFN50 


FaxWorks Pro V3.0 for OS/2 


SFN51 


FaxWorks Pro V3 UG fr anyth ng but Merlin 


SFN52 


FaxWorks Pro V3 UG fr Merlin sampler 


SFN60 


FaxWorks Pro LAN V3 for OS/2 10-usr 


SFN61 


FaxWorks Pro LAN V3 for OS/2 30-usr 


SFN62 


FaxWorks Pro LAN V3 for OS/2 100-usr 


SFN72 


FaxWorks Pro LAN V3 for OS/2 Addl Chnl 


SFN73 


FaxWorks Pro LAN V3 for OS/2 Multi-LAN 


SFN75 


FaxWorks Pro LAN V3 for OS/2 Email Intgr 




































FTP Browser Q 

By BMT Micro 

A feature rich TCP/IP FTP client for OS/2 Warp. It is 
quick, compact and easy to use. It makes browsing 
directories as fast as point and click, and 
transferring files as simple as drag and drop. 


BMTFTP 


FTP Browser 1.7 


PC/TCP for OS/2 

By FTP 

PC/TCP provides the link between 0S/2-based PCs 
and everything from microcomputers to 
supercomputers. PC/TCP for OS/2 is a complete 
implementation of the industry standard TCP/IP 
protocol family. 


OS200 


FTP PC/TCP for OS/2 


HyperACCESS 
for OS/2 


By Hilgraeve 

After only minutes of 
effortless set-up you’ll be 
on-line viewing dazzling 
graphics on the fly, 
connecting up to 1,000s 
of BBS, Fidonet nodes, or 
internet service providers 
and transferring files at 
Warp speeds. 



HGR71 


HyperAccess Pro for OS/2 


HGR72 


HyperAccess Pro for OS/2 10-pk 


iLink/2 Q 

By BMT Micro 

iLink/2 is a PM drop-in replacement for IBM’s ‘Dial 
Other Internet Provider’. It is designed to duplicate 
the basic dialing capabilities of DOIP, and build on 
them. 


Internet Server 

By IBM 

With IBM’S Internet Connection Server you have a 
solid foundation for your presence on the Net. You 
can use the Internet Connection Server on your 
international enterprise network to distribute sales 
manuals, employee handbooks or other documents 
that need wide distribution and/or frequent updates. 
This IBM Software Server is available in OS/2, 
Windows, NT and AIX versions. 


64H1364 


Internet Conn. Server for OS/2 Warp 


ISDN PM (323 

ISDN PM has been designed as a supplement or 
an alternative to SLIPPM (IAK) or SLIP (TCP/IP, 
Version 2.0). It offers the possibility of an internet 
connection via the telephone which is not only faster 
than a modem connection but which takes advan- 
tage of the digital data transfer of ISDN (64 kbits/s). 

It is also possible to bundle two ISDN-channels to 
achieve a transferrate that is even higher (up to 128 
kbit/s). Furthermore you can share your ISDN line on 
your LAN to give every LAN-user Internet Access 
(using masquerading) to let them use mail, www and 
ftp. Combined with the possibility of using DOD (Dial- 
on-Demand) this is a very powerfull solution for 
small offices and/or LANs! 


ISNDPM 


ISDNPM 


ISNDPMCO 


ISDNPM Consumer Version 


KopyKat 

By Hilgraeve 

Anything that you can do on a PC with OS/2, you can 
do remotely through a modem, serial cable or LAN. 
KopyKat displays the full OS/2 desktop of the 
remote PC on the screen of your PC, under control 
of your mouse and keyboard. Features include 
password protection, data compression, and built-in 
support for over 250 modems. 


HGR48 


KopyKat V1.2 for OS/2 


iLink/2 

InfoOnCall Q 

By TTC Computer Products 

InfoOnCall is a program for building customized 
Interactive Voice Response systems using a PC with 
a voice/fax modem card. With InfoOnCall, your 
computer can be your telephone operator, voice mail 
recorder, and automated fax machine all in one. 
Applications are created using an easy to use script 
language comprised of over 40 different card types, 
or functions. 


TTC10 


InfoOnCall 

InJoy ^ 

By FIX communications 

InJoy is a PPP dialer written for the OS/2 operating 
system. You can use InJoy to connect yourself to the 
Internet and additionally use the bunch of features 
to tailor InJoy to match your requirements. Main 
features include IP-masquerading, Dial on Demand, 
Autostart and Scripting. 


BMTINJOY 


InJoy Basic 


BMTINJOYEX 


InJoy Extended client version 


BMTINJOYPEX 


InJoy Prof. Extended client version 


LANauditor 

By Horizons technology 

Inventories the hardware and software installed on 
DOS, Windows, OS/2, and Macintosh workstations 
and file servers. It supports every major network 
operating system, including NetWare, VINES, 
Pathworks, LAN Manager, and others. 


HRZ10 


LANauditor 3.0 Base (50 nodes) 


HRZ20 


LANauditor 3.0 100 Node Expansion Pk 

The LAN Intensive Care 
Utilities 

By Lieberman and Associates 

Complete set of utilities to maintain LAN Server 
3.0/4.0 domains. It will Backup/Restore/Repair 
Domain problems and enforce rule based security 
policies, as well fix corruption and inconsistencies in 
domain using artificial intelligence rules. Create 
ASCII files containing all information in NET.ALL and 
DCDB. It allows rapid addition of users, aliases and 
public applications. 


LMA20 


LAN Intensive Care Utilities 1-20 Users 


LMA25 


LAN Intensive Care Utilities 21-50 Users 


LMA28 


LAN Intensive Care Utilities-Unlimited 


LANtastic 
for OS/2 

By Artisoft 

With LANtastic for 
OS/2, you can now 
share files and printers 
with minimal expense 
and maximum 
flexibility. LANtastic’s 
interface supports Named Pipes and and HPFS and 
FAT file systems, and features tight security and 
easy installation. LANtastic coexists with Netware 
Requesters and LAN Server clients allowing users to 
operate on multiple networks simultaneously. 




LinkWiz 

By PCX 

LinkWiz is a standalone software utility that allows 
users to transfer data between similar operating 
systems at speeds up to 15Mb per minute! LinkWiz 
will detect your port and automatically adjust 
transfer speed to achieve the fastest and most 
accurate transfer rate possible. Serial and parallel 
cables included. 


PCX25 


LinkWiz V2.3 for DOS, WIN, and OS/2 


Managelt 

By Client Server Networking 

Managelt assists the LAN administrator in tuning 
IBM LAN Servers. Statistics are collected about 
resource and user activity. Graphs direct you to the 
detail information needed to improve performance 
and expand capacity. 


CSN60 


MANAGEIT V1.0 


NetOpPM 

By Danware Data A/S 

NetOpPM is a full-blown Presentation Manager 
application, which from an OS/2 PC will allow you to 
take control of any OS/2, DOS, Windows or Windows 
NT PC on your LAN or WAN. NetOp PM’s intuitive 
graphical interface with pull-down menus and toolbar 
buttons makes the program extremely easy to use. 
Multiple platforms are supported: You can control 
OS/2, Windows and DOS PC’s using the NetBIOS 
and/or Novell’s IPX/SPX interface, and all this 
simultaneously! 

Complete OS/2 Support: NetOpPM lets you control 
PC’s running OS/2 PM, Seamless Windows, OS/2 
Window, OS/2 Full 
Screen, and DOS - 
windowed or full- 
screen. Taking full 
advantage of OS/2’s 
multi-threaded 
features, NetOpPM 
gives you the 
ultimate in OS/2 
remote control. 

Call for multi-user 
licenses. The new 
version 5.3 fully 
supports Windows 
NT 4.0. 



C1001UK 


NetOp for OS/2 1 Guest + 1 Host 


C2001UK 


NetOp for Windows 1 Guest + 1 Host 






























FTP Browser Q 

By BMT Micro 

A feature rich TCP/IP FTP client for OS/2 Warp. It is 
quick, compact and easy to use. It makes browsing 
directories as fast as point and click, and 
transferring files as simple as drag and drop. 


BMTFTP 


FTP Browser 1.7 


PC/TCP for OS/2 

By FTP 

PC/TCP provides the link between 0S/2-based PCs 
and everything from microcomputers to 
supercomputers. PC/TCP for OS/2 is a complete 
implementation of the industry standard TCP/IP 
protocol family. 


OS200 


FTP PC/TCP for OS/2 


HyperACCESS 
for OS/2 


By Hilgraeve 

After only minutes of 
effortless set-up you’ll be 
on-line viewing dazzling 
graphics on the fly, 
connecting up to 1,000s 
of BBS, Fidonet nodes, or 
internet service providers 
and transferring files at 
Warp speeds. 



HGR71 


HyperAccess Pro for OS/2 


HGR72 


HyperAccess Pro for OS/2 10-pk 


iLink/2 Q 

By BMT Micro 

iLink/2 is a PM drop-in replacement for IBM’s ‘Dial 
Other Internet Provider’. It is designed to duplicate 
the basic dialing capabilities of DOIP, and build on 
them. 


Internet Server 

By IBM 

With IBM’S Internet Connection Server you have a 
solid foundation for your presence on the Net. You 
can use the Internet Connection Server on your 
international enterprise network to distribute sales 
manuals, employee handbooks or other documents 
that need wide distribution and/or frequent updates. 
This IBM Software Server is available in OS/2, 
Windows, NT and AIX versions. 


64H1364 


Internet Conn. Server for OS/2 Warp 


ISDN PM (323 

ISDN PM has been designed as a supplement or 
an alternative to SLIPPM (IAK) or SLIP (TCP/IP, 
Version 2.0). It offers the possibility of an internet 
connection via the telephone which is not only faster 
than a modem connection but which takes advan- 
tage of the digital data transfer of ISDN (64 kbits/s). 

It is also possible to bundle two ISDN-channels to 
achieve a transferrate that is even higher (up to 128 
kbit/s). Furthermore you can share your ISDN line on 
your LAN to give every LAN-user Internet Access 
(using masquerading) to let them use mail, www and 
ftp. Combined with the possibility of using DOD (Dial- 
on-Demand) this is a very powerfull solution for 
small offices and/or LANs! 


ISNDPM 


ISDNPM 


ISNDPMCO 


ISDNPM Consumer Version 


KopyKat 

By Hilgraeve 

Anything that you can do on a PC with OS/2, you can 
do remotely through a modem, serial cable or LAN. 
KopyKat displays the full OS/2 desktop of the 
remote PC on the screen of your PC, under control 
of your mouse and keyboard. Features include 
password protection, data compression, and built-in 
support for over 250 modems. 


HGR48 


KopyKat V1.2 for OS/2 


iLink/2 

InfoOnCall Q 

By TTC Computer Products 

InfoOnCall is a program for building customized 
Interactive Voice Response systems using a PC with 
a voice/fax modem card. With InfoOnCall, your 
computer can be your telephone operator, voice mail 
recorder, and automated fax machine all in one. 
Applications are created using an easy to use script 
language comprised of over 40 different card types, 
or functions. 


TTC10 


InfoOnCall 

InJoy ^ 

By FIX communications 

InJoy is a PPP dialer written for the OS/2 operating 
system. You can use InJoy to connect yourself to the 
Internet and additionally use the bunch of features 
to tailor InJoy to match your requirements. Main 
features include IP-masquerading, Dial on Demand, 
Autostart and Scripting. 


BMTINJOY 


InJoy Basic 


BMTINJOYEX 


InJoy Extended client version 


BMTINJOYPEX 


InJoy Prof. Extended client version 


LANauditor 

By Horizons technology 

Inventories the hardware and software installed on 
DOS, Windows, OS/2, and Macintosh workstations 
and file servers. It supports every major network 
operating system, including NetWare, VINES, 
Pathworks, LAN Manager, and others. 


HRZ10 


LANauditor 3.0 Base (50 nodes) 


HRZ20 


LANauditor 3.0 100 Node Expansion Pk 

The LAN Intensive Care 
Utilities 

By Lieberman and Associates 

Complete set of utilities to maintain LAN Server 
3.0/4.0 domains. It will Backup/Restore/Repair 
Domain problems and enforce rule based security 
policies, as well fix corruption and inconsistencies in 
domain using artificial intelligence rules. Create 
ASCII files containing all information in NET.ALL and 
DCDB. It allows rapid addition of users, aliases and 
public applications. 


LMA20 


LAN Intensive Care Utilities 1-20 Users 


LMA25 


LAN Intensive Care Utilities 21-50 Users 


LMA28 


LAN Intensive Care Utilities-Unlimited 


LANtastic 
for OS/2 

By Artisoft 

With LANtastic for 
OS/2, you can now 
share files and printers 
with minimal expense 
and maximum 
flexibility. LANtastic’s 
interface supports Named Pipes and and HPFS and 
FAT file systems, and features tight security and 
easy installation. LANtastic coexists with Netware 
Requesters and LAN Server clients allowing users to 
operate on multiple networks simultaneously. 




LinkWiz 

By PCX 

LinkWiz is a standalone software utility that allows 
users to transfer data between similar operating 
systems at speeds up to 15Mb per minute! LinkWiz 
will detect your port and automatically adjust 
transfer speed to achieve the fastest and most 
accurate transfer rate possible. Serial and parallel 
cables included. 


PCX25 


LinkWiz V2.3 for DOS, WIN, and OS/2 


Managelt 

By Client Server Networking 

Managelt assists the LAN administrator in tuning 
IBM LAN Servers. Statistics are collected about 
resource and user activity. Graphs direct you to the 
detail information needed to improve performance 
and expand capacity. 


CSN60 


MANAGEIT V1.0 


NetOpPM 

By Danware Data A/S 

NetOpPM is a full-blown Presentation Manager 
application, which from an OS/2 PC will allow you to 
take control of any OS/2, DOS, Windows or Windows 
NT PC on your LAN or WAN. NetOp PM’s intuitive 
graphical interface with pull-down menus and toolbar 
buttons makes the program extremely easy to use. 
Multiple platforms are supported: You can control 
OS/2, Windows and DOS PC’s using the NetBIOS 
and/or Novell’s IPX/SPX interface, and all this 
simultaneously! 

Complete OS/2 Support: NetOpPM lets you control 
PC’s running OS/2 PM, Seamless Windows, OS/2 
Window, OS/2 Full 
Screen, and DOS - 
windowed or full- 
screen. Taking full 
advantage of OS/2’s 
multi-threaded 
features, NetOpPM 
gives you the 
ultimate in OS/2 
remote control. 

Call for multi-user 
licenses. The new 
version 5.3 fully 
supports Windows 
NT 4.0. 



C1001UK 


NetOp for OS/2 1 Guest + 1 Host 


C2001UK 


NetOp for Windows 1 Guest + 1 Host 
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OS/2 Warp Catalogue 


NetPM 

By Creative Assistance Software 

NetPM provides the LAN Server Administrator with a 
fast complement to the tools provided with LAN 
Server that may be installed as a network 
application and used from any OS/2 desktop simply 
by logging onto the LAN. Manage users, active users, 
aliases, applications, printers, serial devices and 
servers. 



NetSP Server Q 

By IBM 

Features: Encryption, Advanced filtering, Alarm 
facilities, Application gateway proxy, SOCKS server, 
Domain Name Server, Mail service and strong 
authentication. 


16H9504 


NetSP Server 


16H9505 


NetSP Client 

NetView DM 

By IBM 

Netview DM is IBM’s software distribution platform, 
scaling from host systems to PCs. Servers run on 
AIX, OS/2, Netware and IBM host systems. Clients 
supported included OS/2, DOS, Windows, Windows 
NT and MAC. Software is distributed over the TCP/IP, 
IPX, SNA or NetBIOS networks via Netview DM’s 
change control architecture. 


12H9775 


NVDM/2 V2.1 Entry DF 1-Pack 


12H9776 


NVDM/2 V2.1 Extend DF 1-Pack 


17H7720 


NVDM/2 V2.1 Entry 3.5 


17H7721 


NVDM/2 V2.1 Extend 3.5 

OpenPort Fax Q 

By NiteHawk Enterprises 

Corporate PM fax has all the features of Open Port 
Fax, plus these additions: VOICE enhanced support 
for voice-mail, Internet email support, Unified log 
supports fax, voice, text, and data items, REXX API, 
Intelligent retransmission, T-30 sub-address routing 
and much more! 


PC/400 & PC/3270 (252 

By IBM 

The new version 4.11 delivers AS/400 and 3270 
connectivity for many platfoms at a new lower price 
and on one CD-ROM. Call for upgrades, licences, etc. 


64H0752 


PC/400+PC/3270 OS/2, DOS, W/95/NT UK CD 


64H0770 


PC/400 OS/2, DOS, W/95/NT UK CD 

PC Board 

By Clark Development Corporation 

PCBoard for OS/2 is the most complete BBS soft- 
ware on the market, complete with Internet email 
and news gateway, Fido mailer and tosser, internal 
QWK mail, built-in Credit Accounting, on-line chat, file 
transfers, private and public messaging, dial- 
in/remote and local/LAN logins and more.Requires 
supported modem, network for LAN access. 


CDCll 


PCBoard BBS Software V15.22 - 3.5” 


CDC12 


PCBoard BBS Software vl5.22 - 2 Nodes CD 

PMComm 

By Multi-Net Communications 

PMComm is a Presentation Manager asynchronous 
communications package for OS/2. If a file directory 
is dragged and dropped to PMComm’s upload 
window, PMComm will upload the files to the 
connected computer. Icons are available on a status 
line for quick access to functions such as dialing, 
capture, logging, printing and generating scripts. 


MNC20 


PMComm v2.31 

PMMail 

By Southside Software 

PMMail is an enhanced TCP/IP e-mail client. It is 
designed for maximum configurability and ease of 
use. 

* Timed fetching with chime on new mail. 

* Automatic UUEncoding\UUDecoding of 
attachments. 

* Canned (Pre-Written) replies. 

* Mail filtering for ease of organization. 

* External editor support. 

* Network staus windows. 

* Toolbar and popup menu support. 


RSMADVSTD 


PolyPM/2 Advanced V4 


RSMLITSTD 


R.S.M. Lite V4 


RSMPROSTD 


R.S.M. Professional V4 

Postroad Mailer 

By Innoval Systems 

Sending and receiving email couldn’t be easier... 
With a built-in editor supporting word-wrap; quoted 
replies; MIME attachments; drag-and-drop filing, 
printing and shredding. PostRoad Mailer lets you 
sort within folders, configure inbound filters, and 
archive folders. The Green Edition includes POP3 for 
sending and receiving and SMTP for sending. The 
Blue Edition supports OS/2 EHLLAPI and Innoval 
Mail Management Protocol and VM SENDFILE 
attachments. The Gold Edition contains all of the 
features of the Green Edition plus a powerful 
newsreader. 


IN025 


Post Road Mailer Green(lnternet) V2 


IN026 


Post Road Mailer Blue (PROFS) V2 


IN027 


Post Road Mailer Gold V2 


IN028 


Post Road Mailer Pro Pk 

QuickLink Q 

MessageCenter/2 

By Smith Micro 

Transforms your M-Wave modem and OS/2 system 
into a complete Voice Mail, Fax, Speakerphone and 
Data Communications console. 


SMM10 


QuickLink MessageCenter 

RUMBA Mainframe 

By Wall Data 

RUMBA for the Mainframe provides transparent 
access to IBM host applications under the graphical 
interface of OS/2. Context-sensitive help and 
intuitive design combine to make RUMBA software 
easy-to-learn and easy-to-use. 


WDT32 


Rumba for the Mainframe OS/2 


Corporate PM Fax V3.0 


NHE35 


Corporate PM Fax V3 CU 


PM2YOU 

By Ridax 

Remotely control any other computer running OS/2 
1.1 or later and transfers files. Control the WPS 
desktop, OS/2 or DOS character mode and PM 
programs remotely. Supports dial-up modem 
connections, Named Pipes, NetBios, SPX, TCP/IP and 
APPC connections. 


OS2YOU 


OS2YOU 


RID25 


PM2YOU 


RID45 


WinTerm Windows Terminal Option 


""-War*’ 


PMMAIL 


Registration PMMail 

Remote Service 
Management 

By I.S.S. 

Remote Service 
Management allows a 
Teacher OS/2 work- 
station to control an 
OS/2, DOS or Windows 
3x/95/NT Pupil work- 
station through a variety 
of connections. R.S.M. 
gives full mouse and 
keyboard control of the 
OS/2 Workplace Shell or 
Windows desktop. 

Features include file transfer with high performance 
data compression, a clip board, chat mode, keyboard 
lock, password protection, and gateway support. Ask 
for complete documentation on the Lite, Advanced 
and Professional versions. When you purchase 
R.S.M. it comes with one manager and one client. 
Extension packs or Multi-user licenses are needed 
to include additional clients. 


Internet Q 

Secure Server 

By IBM 

Provides all the features you need along with guide- 
lines to help you build a Web page and configure it 
to meet your needs. Features include: repository for 
HTML pages, ability to answer requests from a Web 
browser, proxy support, common gateway interface 
and more. The Internet Connection Secure Server 
protects sensitive information, such as credit cards 
using S-HTTP and SSL encryption technology. 


94H3506 


Internet Conn. Secure Server 4.1 OS/2 

sio (523 

By BMT Micro 

Serial Input/Output (SIO) communications character 
device driver. It provides an interface between 
application programs and the serial communications 
hardware. Designed as a high performance 
replacement for the OS/2 device driver COM.SYS. 
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System View / TME 

By IBM 

Offers a comprehensive line of enterprise-wide 
systems management features. Includes: proactive 
system monitoring, hardware and software 
inventory, software distribution, remote workstation 
control, event scheduling and more. 


TME 10 NetF. Server for OS/2 V4.0 US 
TME Netfinity Client 1-pack 

TalkThru 

By SCA 

TalkThru is a fully graphical communications product 
that provides terminal emulation for over 22 
protocols (DEC VT340 and HP are available at 
additional cost). TalkThru also provides file transfer 
for the most popular protocols, including IND$File 
and CompuServe B and a sophisticated scripting 
language. 

TalkThru v2.21 w / VT340 Emulation 
TalkThru v2.30 


^^3 


IBM TCP/IP v2.0 

By IBM 

Now that the Internet has become a household 
word, TCP/IP has taken on a much larger significance 
than ever before. TCP/IP is actually a family of 
related protocols designed to transfer information 
across a network and provide information about the 
network. Enables users to send mail messages, 
share files and access remote applications across 
both LANs and WANs. 

The beauty of TCP/IP is it allows communication to 
be seamless between the wide range of computers 
and operating systems used on the internet. Unix, 
VAX, VMS, Macintosh, Intel based PCs and others 
can all talk to each other. 


TCP/IP V3 Prog. Toolkit 
TCP/IP 2.0 OS/2 Base Kit 
TCP/IP 2.0 OS/2 X-Win.Ser v. 

TCP/IP 2.0 OS/2 Total Kit 
TCP/IP 2.0 OS/2 NFS 

TE/2 

By Oberon Software 

Oberon Terminal Emulator/2 is a full featured 
telecommunications program and terminal 
emulation package. It supports ANSI, Extended ANSI, 
VT100, IBM3101 and TTY as well as the most 
common file transfer protocols. 

TE/2 vl.32 for OS/ 2 
TE/2 Pro V2.0 3.5 

StandbyServer 32 (Q 

By Vinca 

Server fail-over solution that allows a hot online 
standby machine to be connected to the main 
server. In the event of primary server failure, the 
standby machine takes over automatically. Designed 
to protect against downtime on OS/2 Warp Server 
with mission critical applications such as Lotus 
Notes. 

ViWIW: 

Vinca StandbyServer 32 


By IBM 

OS/2 Warp Server 
brings together two 
award-winning 
products: IBM LAN 
Server 4.0 and OS/2 
Warp. Warp Server 


ose 


includes these features: IBM LAN Distance Remote, 
IBM DCAF, SystemView, backup and recovery, 
advanced printing capabilities, Internet Access Kit, 
WebExplorer and client support for Windows 3.x, 
Windows NT, Windows95, DOS, Macintosh and OS/2 
Warp. 

mind 

Warp Server, US CD-ROM 
Warp Server Advanced, US CD-ROM 
Warp Server UBF, 1-pack 
Warp Server Documentation - US Base Books 

Watchlt 

By Client Server Networking 

With Watchlt, you can automaticly track and analyze 
resource and user activity. You can easily control the 
collection of analysis data and display status 
without leaving your desk, then generate reports 
with clear, concise charts. As the new companion to 
Watchlt, Checklt monitors LAN server availability- up 
to 1000 servers in 5 domains. Continually updated 
graphics provide notification of any server failure via 
a broadcast. Alert message and/or call your pager. 

WATCHIT PLUS 
WATCH IT V2.0 


Watchlogon 


By Creative Assistance Software 

Provides a complete system for controlling 
password errors in a LAN Server environment. A 
background task on the domain controller provides 
the control graphs and reports. Three command line 
programs complete the provided tools. 

Requires LAN Server 3.0, 3.01 or 4.0 

WatchLogon V2.0 for OS/2 

WhoAml/PM 

By Creative Assistance Software 

WhoAml provides you with a simple desktop 
notebook that shows your system’s OS/2 LAN 
Server Requester Configuration. WhoAml also allows 
the user to reattach disconnected default aliases 
with a click of the mouse. A command line version is 
also included. 


WhoAml/PM V1.0 for OS/2 

ZOC (Zap-O-Comm) Q 

By BMT Micro 

A sophisticated telnet client, ZOC offers: solid VT- 
102, TTY, and ANSI emulation, 9,999kb scrollback 
buffer, internal and external modern support 
including DOS protocols, REXX programmability, host 
mode, auto-login and IEMSI support with multiple 
phone books. Works on a network and supports 
ISDN modems. ISDN module available for plug in 
boards. 


Zap-O-Comm (ZOC) V3 licence 


Assort 

By Ahlbrandt Software 

Assort is a high performance utility that can sort, 
merge select and reformat fixed, variable or text 
records. Includes versions for OS/2 Warp and W95. 

Assort for OS/2 VI 3.5 

DataHub for OS/2 

By IBM 

DataHub provides a set of integrated database 
management functions for the DB2 family including 
improved access to and security of critical business 
data, automated scheduler and timer and remote 
command capabilities. This allows DBAs to remotely 
execute database and operating system commands 
and configure and set up systems. 




Datahub for OS/2 Starterkit CD-ROM 

DB2/2 and DDCS/2 

By IBM 

DB2/2 has been long known in the mainframe world 
for its reliability and integrity. Now you can have the 
same power and dependability on your desktop. 
DB2/2 delivers raw database power to OS/2 
desktops and used in combination with DDCS/2, 
you can have seamless access to host based 
DB2 data. DB2/2 is loaded 
with functionality and with 
DDCS/2, you get a very cost 
effective way to integrate 
your desktop computers with 
your critical mainframe data. 

■I NEW: Now you can quickly 
create easy-to-use Internet/ 
intranet front-ends to access 
your database using the new 
multiplatform Net.Data tool 
for OS/2, Win, NT and AIX. 

Call for information! 



\\m lltfAkitiiti 3 


DB2 for OS/2 V2.1 SU CD-ROM 
DB2 for OS/2 V2.1 MU CD- ROM 
Net-Data for OS/2, NT, AIX 
DDCS/2 for OS/2 V2.3 SU 3.5 
DDCS/2 for OS/2 V2.3 MU 3.5 
DB2 V2.1 Product Libr. (manuals) 



DBExpert 
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DBExpert 

By Designer 
Software, Inc. 

Users and developers 
can use DBExpert to 
quickly create tables, 
forms, reports, or 
complete 
applications. 

DBExpert enables 
users to save time 


and eliminate paperwork with an automated table 
function, use drag-and-drop database queries, and 
share data with multiple users. The product works 
with most popular database formats including 
DB2/2, dBASE, and Oracle. 

DBExpert V2 
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Database Server (Q 

By IBM 

The IBM Database Server for the OS/2 Warp is part 
of IBM’s family of modular application servers — 

IBM Software Servers. These servers enable you to 
rapidly implement client/server applications, using 
modular server technology that supports multiple 
server and client platforms. With award-winning DB2 
database technology, the Database Servers provide 
management and access to data stored locally or in 
remote systems. Access to data through the WWW 
is provided. This full-functioned SQL relational 
database system is designed to manage data for 
the individual, the workgroup, and for company-wide 
solutions needed in today’s business world. OS/2, 
AIX and NT versions available. 


64H1201 


Database Server for OS/2 UK CD 


64H1207 


Database Server UBF 1-pack 


R: Base 

By Microrim 

Database management system for OS/2 systems. 
Features include concurrent multiple sessions, 
powerful indexing capabilities, a “smart” query 
optimizer, dynamic pop-up menus and much more. 




Visualizer 

By IBM 

Wouldn’t it be great to 
put your hands on 
enterprise data no 
matter where it’s 
stored? Quickly AND 
easily? Visualizer lets 
you analyze and 
present information 
from IBM relational databases right on your desktop, 
visually, using a powerful client-server query tool, 
sophisticated presentation tools, and a data 
analysis toolkit which includes an exciting new 
technology to query multimedia objects by content 
such as color, shape and layout. It even includes 
visual procedures to graphically define repetitive 
tasks and a development toolset to customize 
solutions. For seamless access to DB2 data, look 
into Visualizer. Visualizer Query now includes 
Visualizer Charts. 


10H7308 


Vis. Procedures V1.0 For OS/2 UK 


10H7309 


Visualizer Plans V1.0 For OS/2 UK 


10H7311 


Vis. Development V1.0 For OS/2 UK 


33H7505 


Visualizer Query OS/2 V1.2 UK CD 


V Trek Q 

By Aviar, Inc. 

Science Fiction has long promised the ability to 
speak to your computer in your own language and 
receive the answers to your queries. 

With V Trek, Science Fiction becomes fact! 

V Trek maps your natural language phrases into 
DB2/2 terminology. When you speak the phrase, it 
automatically generates the SQL statement. Then it 
executes the SQL and produces the answers in 
easy-to-read format. You can also print the results. 


SQL Anywhere Q 

By Sybase 

Multi-platform stand alone database supporting 
popular operating environments including OS/2, 
Windows, Windows 95, Windows NT and DOS. 
Client/Server applications can be designed to run 
without change in both the standalone and multi- 
user environment. Highlights include: stored 
procedures, cascading updates and deletes, row- 
level locking, ANSI SQL and IBM SAA standard. 


SYB50 


Sybase SQL Anywhere 5.0 4-User Server 


SYB80 


Sybase SQL Anywhere 5.0 Unlimited Server 


OnCmd 

By Online Data 

OnCmd delivers high 
performance xBase 
functionality to OS/2. 

Create new applications 
or migrate DOS/Windows 
Xbase code to native 
OS/2 32-bit Presentation 
Manager (PM). Package 
includes compiler, 
interpreter, the OnCmd key server DLL module and 
the OnCmd screen painter, report writer and the 
database modifier development tools. A complete 
renewed version 2.0 is now available including a 
code migration utility for FoxPro, Clipper and dBase 
users. 



ONL40 


OnCmd xBase for OS/2 


ONL45 


OnCmd V2.0 Svr (6 Network Seats) 


Xbase++ Q 

By Alaska Software GmbH 

100% CA-Clipper 5.2x compatible multiplatform 
development package for OS/2, Windows95 and 
Windows NT, generating 32 bit multithreaded ready 
native code. The seamless migration from text to 
graphical mode shows the flexibility of Xbase-H- as 
well as the exchangeable Database Engines that 
allow the native access to DBMS systems like SQL 
and others. Seamless-REXX enables integration in 
heterogenous IT infrastructures (OS/2 only). 

The package is including 1.800 pages on-line 
documentation and more than 500 ready-to-compile 
example programs for text mode, GUI and database. 
EEP=Early Experience Program 


XBASE2 


Xbase++ for OS/2 


XBASE2SQL 


Xbase++ for OS/2 SQL-Pack 


XBASENT 


Xbase++ for Windows NT EEP 


XBTOOLS 


XbToolslll for OS/2 

XyQuery 

By Xyratex 

XY-Query provides the 
fastest access to 
enterprise DB2 data. 

Data can be formatted 
into informative 
reports complete with 
breaks, calculations, 
different fonts and 
colors, or charted in 
various styles. Existing legacy Query Manager or 
QMF queries can be imported directly, making XY- 
Query an easily upgrade path. 




APL2 for OS/2 

By IBM 

APL2 for OS/2 provides the full APL2 language, APIs, 
and tools to develop applications that are portable 
among OS/2, VM, TSO, AIX/6000 and Sun Solaris. 
Advanced edition includes access to DB2/2 
databases, TCP/IP socket interface, and remote 
session managers and tools. 


APL2/2 V1.0 for OS/2 Entry 
APL2/2 V1.0 for OS/2 Advanced 


bfaError 

By bfa (Ireland) Ltd. 

bfaError is a software development tool used for 
improved error reporting in OS/2 programs. The API 
provided allows the developer to display an 
informative error message when an error condition 
occurs. It also allows the developer to provide help 
for these errors. 


BFA10 


bfaError Error Reporting Tool Vl.l 3.5 


Borland C++ for OS/2 

By Borland International, Inc. 

Contains the most intuitive and easy-to-use IDE 
anywhere. Visually design your user interface quickly 
and easily. Includes Runtime Library Source and 
Turbo Assembler for creating high performance 
assembly code. 


BOR65 


Borland C++ for OS/2 v2.0 


CodeBase 5.0 ^ 

By Sequiter Software, Inc. 

This DBMS source code library gives complete 
database management with multi-user dBase, 

FoxPro or Clipper file compatibility from C, C++, 

Basic and Pascal. Bit optimization Query Technology 
allows you to query a 500.000 record data file in 
less than a second. 



Conversion WidgetS 

By Hatteras Software 

Developed by leaders in object-oriented technology, 
Conversion WidgetS is a complete toolbox of 
conversion utilities for the VisualAge Team palette. 
Everything you need to add extensive exchange and 
conversion functionality to your VisualAge 
applications is included. 


HAT30 


ConversionWidget$ for VisAge V2.0+ 


dbfLIB 

By dSoft Development 

dbfLIB is the solution for developers who must 
access dBase files. dbfLIB provides a consistent set 
of API’s across DOS, Windows, Windows NT, and 
OS/2 platforms, allowing you to create applications 
on all four platforms. Supports multithreaded 
programs. Open both NDX and NTX files 
simultaneously. Files supported: DBF, DBT, FPT, NDX, 
NTX. 


AVI20 


V Trek 


XY002-A 


XY-Query V 2 
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IBM Developer’s Q 
Connection Release 2 

By IBM 

The complete subscription program with CD-ROM 
& Newsletter sneak previews, tools and information 
for all of your multi-platform development efforts. 


4122174 


Developer's Connection Rel. 2 - Member 


4122175 


Developer's Connection Rel. 2 - Advanced 


4122176 


Developer’s Connection Rel. 2 - Premier 

Experience C++ 

By IBM 

Fun-to-use, comprehensive multimedia tutorial 
designed to help you learn the full scope of the C++ 
language, from the basics of object-oriented 
programming through more advanced concepts like 
templates and exception handling. 


MKS Toolkit 

By Mortice Kern Systems 

MKS Toolkit is a suite of 160+ easy-to-use 
development utilities. Developers working on OS/2 
can now get the power of tools that were once 
available only on UNIX. Features include a Korn of 
Shell command interpreter, Vi editor, AWK 
prototyping language, AWK compiler, make 
configuration builder, and on-line reference manual. 


MKS55 


MKS Toolkit v4.4 

MKS Source Integrity 

By Mortice Kern Systems 

Software configuration management system 
encouraging multi-user development. Features 
include project management facilities, Visual Merge, 
reporting capabilities, event triggers, seamless 
integration into leading development environment, 
an automated building process, file promotion, and 
Netware specific functionality. 


52H3690 


Experience C++ Multimedia Tutorial 


GUI Programming 
Facility 

By Apical Software, Inc. 

Easily create your interface, tie actions and generate 
C or C++ code for all major compilers. Can even 
generate Windows code. Saves up to 90% of time for 
interface building. Also available in a version that 
works with REXX: GpfREXX Makes creating perfect 
help screens very easy. No run-time licenses. A must 
for everyone developing OS/2 applications in C or 
C++. 


GPF21 


Gpf version 2.1 


GPFTOOLS 


GpfTools V1.1 


High C/C++ 

By MetaWare 

MetaWare High C/C++ for OS/2 is a compiler with 
Direct To SOM and Distributed SOM support. It can 
compile extremely large programs, is ANSI 3.0 
compatible, and can generate very fast code. 



Hyperwise Q 

By IBM 

Now anyone can create state-of-the-art tutorials, 
help text and on-line catalogs for your business in 
just a few hours. Link text with graphics, audio and 
video to assemble effective presentations. Includes 
support for both OS/2 and Windows clients as well 
as INF, HLP, HTML and BKM file formats. Hyperwise 
Version 3.0 now provides more editing features and 
has more HTML file support for Internet documents 
than previous versions. 


84H7009 


Hyperwise V3 


84H7010 


Hyper wise V3 Upgrade 


LXOPT (JgJ 

By Functional Systems Ltd. 

A working set tuner for 32-bit executables and 
dynamic link libraries. A new product, tested 
thoroughly, producing remarkably good results. 


LXOPT 


LXOPT 


MKS66 


MKS Source Integrity OS/2 V7.2 3.5 


MKS75 


MKS Lex Yacc V3.2 3.5 


MQSeries 

By IBM 

Advanced program-to-program connectivity for your 
enterprise. Supports more than 12 platforms. 
MQSeries provides a flexible infrastructure for the 
future on which you can build mobile 
communications, transaction-based systems and a 
whole new generation of network applications. 


29H1019 


MQSeries Server Auth. for NT 


33H2205 


MQSeries Server Auth. for OS/2 


NDP Fortran ^ 

By Microway 

NDP Fortran-90 is a full implementation of the ANSI 
X3J3 specification. It is implemented as 
preprocessor that emits Fortran-77 output which is 
then compiled by NDP-Fortran. The runtime library is 
written in Fortran and C and uses direct calls to the 
NDP C runtime to implement F90 features that 
mimic C runtime features. 


NDP10 


NDP Fortran 386/486 Compiler for OS/2 


NDP20 


NDP Fortran Pentium Compiler for OS/2 


NDP30 


NDP Fortran-90 Add-on (386/486/Pentium) 



Speed 

Pascal 

By Speedsoft 


^^2 


A complete development 
environment for Pascal 
programmers, compatible 
with Borland Pascal 7.0 and 
featuring Turbo Vision, OWL, 
OPRO and other Pascal 
libraries for DOS porting, as 
well a host of OS/2 
specialized tools and libraries. Features 32-bit/16-bit, 
PM/Text Interface, Multithreaded, WPS Integrated, 
LAN Enabled and drag-and-drop support. Expected in 
a new version: 100% Delphi-compatibility. 



PC-Lint 

By Gimpel Software 

This source code analyser supports the C and C++ 
languages and a mixed suite of C and C++ modules. 
Some C++ checks are: including nonvirual base 
class destructors, names hiding other names, 
undefined and unreferenced class members. 



PL/1 for OS/2 

By IBM 

Provides the PL/1 programmer with 32-bit support 
on OS/2. It is designed to handle mission critical, 
client/server applications through visual 
programming and construction-from-components 
technologies. WorkFrame/2 is used as an integration 
point for the OS/2 development environment 
providing a flexible and powerful development 
system that exploits the Workplace Shell. 


10H7819 


PL/1 For OS/2 Personal Edition 


10H7848 


PL/1 For OS/2 Professional Edition 


83H9171 


PL/1 For WIN. Prof.Edition V1.2 


Smartsort Q 

By IBM 

Data sorting program that can sort, copy and merge 
files and allow you to select records, sum field totals 
and reformat records. Supports programs written in 
C, C++, COBOL, FORTRAN and PL/I. 


64H0226 


SmartSort for OS/2 


System Performance 
Monitor/2 

By IBM 

Integrated package of powerful facilities from IBM 
allows you to monitor resources such as CPU, RAM, 
disk, and more on your local and remote IBM OS/2 
2.x workstations and servers. SPM/2 can display 
“live” resource utilization, or record comprehensive 
data in log files, from which you can produce 
detailed reports profiling system performance. 



VisualAge C++ 

By IBM 

VisualAge C++ brings several new technologies into 
the C++ marketplace. First, by integrating a visual 
application builder and visual data access builder 
into a C++ programming environment, true “visual 
construction from parts” is possible. This means 
much faster application building and much shorter 
training time for developers who need the scalability 
of C++, but who do not have extensive C++ 
backgrounds. Second, VisualAge C++ v3 features all 
the components of a professional C++ programming 
environment including a 32-bit compiler, integrated 
development environment and powerful tools. 

Finally, development with VisualAge C++ v3 is based 
on IBM Open Class - a complete set of C++ class 
libraries designed to make developers more 
productive and to shield them from underlying 
operating system API’s. 


30H1666 


Visualage C++ OS/2 V3.0 CD + Doc. 


30H1680 


Visualage C++ V3.0 Extended Manuals 


33H4980 


VisualAge C++ For Windows V3 CD+Doc 

































VisualAge for Basic ^ 

By IBM 

IBM VisualAge for Basic delivers a powerful suite of 
application development tools built around an 
advanced implementation of the BASIC 
programming language. VisualAge for Basic is for 
the developer creating GUI clients and for the DB2 
application programmer who wants to use BASIC to 
create GUI clients, DB2 stored procedures, and DB2 
user-defined functions. 

Using the BASIC language, you can build cross- 
platform client/server applications. Applications can 
be built using objects from different object models 
and can operate across a variety of operating 
systems. VisualAge for Basic client support is 
available on OS/2, Windows NT+, and Windows 95+. 
DB2 Server support is available on OS/2, AIX, and 
Windows NT. 


64H2433 


VisualAge for Basic OS/2 Windows 

VisualAge for Cobol 

By IBM 

Provides the COBOL programmer with 32-bit direct- 
to-SOM based, object oriented support for OS/2. 
Designed specifically to handle client/server 
applications using visual development. It also gives 
the COBOL programmer a set of high productivity, 
OS/2 based power tools: IBM SMART data utilities, 
direct access to data, local and remote DB2 and 
CICS data access, Visual GUI designer, Workframe/2, 
LPEX editor, Interactive debug tool, performance 
tuning and more. 


28H2177 


Visualage for COBOL for OS/2 

VisPro Basic Q 

for MS Windows 

By Hockware 

Now, Visual Basic programmers can take advantage 
of the same VisPro family productivity that REXX, C 
and C++ programmers have enjoyed for years. Fully 
integrated into the Visual Basic 4.0 environment, 
VisPro for Visual Basic helps you create Visual Basic 
programs faster than you ever thought possible. 

Drag and drop programming provides a faster and 
easier way to create code. Simply drag a control to a 
Visual Basic Code window and a list of all the 
methods and properties for that object appears in 
the VisPro Code Wizard. 


HCK10 


VisPro for MS Visual Basic 

VisualAge for Smalltalk 

By IBM 

VisualAge is a client/server application development 
tool that focuses on line-of-business applications. 
The components of VisualAge include a visual 
programming tool, library of parts, graphical user 
interface support, client/server and communication 


support, relational database support, enhanced DLL 
support, multimedia support and much more. The 
beginning of a new age in application development: 
the visual age. Now available for OS/2, AIX, NT and 
W95. 


62H8160 


VAST Standard OS/2 


62H8180 


VAST Professional OS/2 

VisualAge for Java Q 

By IBM 

Using Visual Age for Java, developers can create GUI 
Web-based Java applets or standalone applications 
that access a variety of IBM products, including DB2, 
IMS, CICS, MQ, and SOM. By using a suite of visual 
builders, complete programs can be created without 
writing source code. Also included with Visual Age 
for Java is a complete development environment, 
including an editor, debugger and browser, along with 
a Java class library and a VisualAge Data Access 
builder for visually constructing data access through 
use of Java Database Connection (JDBC). 

The VisualAge family of software powertools allows 
developers to construct applications visually by 
connecting pre-fabricated, reusable software 
components from an expansive library of pre-defined 
classes and parts from IBM and other vendors. With 
the addition of IBM components and tools for Java, 
developers can increase productivity by rapidly 
building Java “applets” that extend and interoperate 
with existing VisualAge for C++, VisualAge for 
COBOL, VisualAge for Smalltalk and VisualGen 
applications. 

New Internet capabilities also let VisualAge 
programmers develop client/server applications that 
have easy-to-use Internet user interfaces. The 
resulting applications give businesses a competitive 
edge by providing easy access to data anywhere 
within the enterprise, better service to target 
markets and the ability to conduct electronic 
commerce over the Internet. 


VISUALJAVA 


VisualAge for Java 

Virtual Pascal for OS/2 

By fPrint UK Ltd 

Virtual Pascal for OS/2 from fPrint UK is a 
professional Pascal development environment for 
OS/2. It is very compatible with Borland Pascal and 
Borland Delphi and offers excellent debugging 
support as well as support for a number of the most 
widely-used Pascal libraries such as Object 
Professional from TurboPower. Includes printed and 
online documentation. 


VPASCAL 


Virtual Pascal for OS/2 

VisPro Bundle 

By Hockware 

The Development suite includes VisPro/REXX Gold, 
VisPro/C and VisPro/C++. The Super Suite also 
includes VisPro Reports. 


HCK90 


VisPro SuperSuite 


HCKBUN 


VisPro Development Suite 

VisPro C/C++ 

By Hockware 

Vispro/C and Vispro/C++ give you drag and drop 
programming, multiple development views, including 
Layout, List, Event Tree and Settings views and the 
ability to get pop-up menus and objects. With a 
graphical class browser and visual database 
designer, Vispro/C & VisproC++ generate well- 
structured code that is easy to read and maintain. 


HCK65 


VisPro/C++ V3.0 for OS/2 


HCK65U 


VisPro/C++ V3.0 UG fr VisPro/C++ V2.X 


HCK66 


VisPro/C V3.0 for OS/2 


HCK66U 


VisPro/C V3.0 UG fr VisPro/C V2.X 

Watcom C/C++ 

By Watcom International Corporation 

Watcom C/C++ delivers a professional, cross- 
platform 16- and 32-bit development system that 
lets you target all supported platforms, including 
OS/2 Warp, Windows NT, Windows 95, Windows 3.x, 
extended DOS and more. New features include: Blue 
Sky’s Visual Programmer, Windows 95 support, and 
direct support for popular revision control packages. 
Version 11 supports namespaces, RTTI, MMX 
technology and has updated MFC support and an 
updated Visual Programmer. 


W31155 


Watcom C/C++ vll 


W31205 


Watcom C/C++ vll Upgrade 

Watcom Fortran 77 

By Powersoft 

Watcom FORTRAN 77 is a comprehensive 
development system for OS/2 Warp, DOS, Windows 
NT, and Windows 95. Language support with 
FORTRAN 90, DEC VAX & IBM VS extentions eases 
porting of existing applications. Features: mixed 
language application development support with 
Watcom C/C++, new graphical integrated 
development, debugger, profiler, and much more. 


WAT79 


Watcom Fortran 77 Vll 



Stacker for OS/2 & DOS 

By Stac Electronics 

Stacker gives you traditional data compression and 
compatibility between compressed DOS and OS/2 
files. Automatically compress all your FAT drives or 
customize the configuration. Supports Boot Manager 
and Dual Boot. Defrags and optimizes the 
performance drives. Provides the compression ratio 
on your compressed files. Supports up to 2 
gigabytes compressed disk capacity on one drive. 



ZipStream 

By Carbon Based Software 

Simplicity, Safety, Speed, and Reliability, as well as a 
newly designed GUI interface are just five of the 
features that make this program so appealing. 
ZipStream, is an exciting new concept in automatic, 
transparent file compression and decompression 
utilities. ZipStream is completely file-based rather 
than disk-based, giving you complete control of 
which files are compressed and/or encrypted. 
Regular, compressed, and/or encrypted files can 
reside on the same drive. No reformatting is 
required and no container files are used making for 
one of the most reliable encryption and/or 
compression schemes available anywhere. 


CBS40 


ZipStream V1.2 
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Avarice 

By Stardock Systems 

Take a voyage to 0S/2’s first virtual reality game. 

The real-time adventure game where you must solve 
mysteries, meet interesting people and oh, save the 
world while you’re at it. Supports OS/2 3.0 or higher. 




Avarice - The Final Saga 

Trials of Battle 

By Stardock 

Designed from the ground up to run on a 32bit, 
multithreaded operating system that is either stand 
alone or connected to a network (either on a LAN or 
by modem), Trials of Battle promises to do for the 
action game genre that Galactic Civilizations did for 
the strategy game genre. Set on a distant world, you 
command the latest in armored technology! You 
pilot your hover tank across the surface of various 
arenas in an effort to destroy all those that oppose 
you. Between rounds, you can repair your battered 
hover tank, add new weapons, new shields, etc. and 
then enter a new arena with tougher obstacles, 
deadlier enemies, and dangerous unknowns. 

Trials of Battle 

The COSMOS 

By Mensys 

See the stars and planets in the past, present and 
future from any place on earth! Designed to aid the 
astronomical observer from novice to expert, The 
COSMOS for OS/2 displays highly accurate, colorful 
star charts and allows multiple viewing options. 
Display information about any celestial object, by 
using a simple point and click interface. 



The COSMOS for OS/2 SAO Database 

BEM: It crawled 
from the Net 

By Rhintek Incorporated 

Multi-player action/strategy gaming with high- 
powered graphics! As a single player game, fight 
deadly flowers and crazy robots in a variety of alien 
worlds and space stations. Add other people as 
teammates or enemies and escalate the 
excitement! Use richochet bullets, rocket launchers 
and lobbers to take out the evil BEM minions or 
each other! Uses the RhinoCom engine. 

BEM: It Crawled From the Net 

Classic Games 

By IBM 

Includes Star Emperor, Havoc, OS/2 Poker and 
Blackjack, Sim City Classic limited, Microlearn Game 
Pack volume one and TD-Gammon (back-gammon). 

Classic Games For OS/2 Warp US CD 


iJ jiJjf 1 JiJ j 


Galactic Civilizations 

By Stardock Systems 

Enter an alien galaxy filled with wonder and terror as 
you lead the human race into brave new worlds. 
Galactic Civilizations capitalizes on the potential of 
OS/2. Includes multithreaded Artificial Intelligence 
engine and super high resolution graphics, 
Ultimotion video and more. Requires sound card. 

The Shipyards adds the ability to design your own 
ships. The Expansion pack adds a host of new 
technologies, new star ships, new graphics, and 
modifies the game and its rules based on years of 
feedback from GalCiv players. Planets can grow 
larger, technologies are more difficult to reach, the 
computer players are smarter, the user interface is 
better. There’s even a new opponent to face — the 
Ominorians. 


Galactic Civilizations Expansion Pack 
Galactic Civilizations Shipyards 
Galactic Civilizations V2.0 
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Links Golf for OS/2 (JgS 

By Stardock Systems, Inc. 

That’s right, it’s Access Software’s Links Golf now 
in a native OS/2 version. Not just a port from their 
Windows version, this version has enhanced 
features such as multiple window views, an object 
oriented interface and background rendering. It is 
faster than any version of Links on any platform! 

Links Golf for OS/2 

Master of the Empire 

By Stardock 

A classic ground warfare game that uses OS/2’s 
native strengths. Journey to distant world and 
conquer it city by city with your armies, navies, air 
forces and spies. Capture and control key resource 
regions while defending your nation from attack. 

Master of Empire 

The MicroLearn 
Game Pack, vol. II 

By Microlearn Nordic 

Features eight of the most fun and entertaining 
games for OS/2. This unique 32-bit native OS/2 
product includes a variety of arcade, puzzle, maze, 
and board games that each present a different and 
exciting challenge. Requires sound card. 

MicroLearn OS/2 Game Pack Vol 2 


SimCity 

By DUX 

Build and manage a bustling metropolis with SimCity 
2000 — based on the phenomenally successful 
SimCity Classic. Build industrial, residential, and 
commercial areas, lay roads, subways, highways, and 
railroads, and watch your city grow. 

SimCity Classic for OS/2 
SimCity 2000 for OS/2 CD 

SimTown for OS/2 Q 

By Maxis 

Hey kids! Build and run your own miniature towns! 
Put roads wherever you want. Build houses, 
including log cabins, haunted houses, and castles. 
Choose different businesses — pizza parlors, toy 
stores, video arcades and theaters! Watch your 
Sims — simulated citizens that live in your town — 
walk around, go about their business and have fun. 




SimTown for OS/2 

Solitaire 

By Autumn Hill Software 

36 classic Solitaire games — enough for even the 
most avid Solitaire fan. Personalize by configuring 
scoring, timing, sound, card backs, backgrounds... 
Includes extensive online help and great graphics! 

AHS Solitaire I VI 3.5 

Star Emperor 

By Stardock Systems, Inc. 

Rule the Galaxy with Star Emperor — the fast paced 
strategy game, starting with your home star system, 
travel to neighbouring systems, adding them to your 
empire. The fight to become Star Emperor heats up 
as other ambitious empires join in the struggle.. 

Star Emperor 

Vigilance on Talos V ^ 

By PolyEx 

The Xenos have captured your daughter and 
enslaved her along with thousands of others. After 
years of grueling training you take on your mission 
with a vengeance. Uses the latest in OS/2 audio and 
video technology (DART and DIVE). 

Vigilance on Talos V 

Workshop 

By Maxis 

Here is a mad scientist’s 
laboratory, garage workshop 
and an attic full of neat stuff to 
play with. Widget Workshop’s 
pieces can be connected in 
unlimited ways, for endless fun. 

Requires sound card. 

Widget Workshop for OS/2 V2.0 

























Graphics & Multimedia 



Image Alchemy Q 

By Handmade Software Inc. 

Image Alchemy, the graphic format 
conversion/compression utility, reads and writes 
over 75 image formats including GIF, JPEG, OS/2, 

BMP, OS/2 Icon, and over 150 variations of TIFF, 

JPEG compression can shrink files 50:1. Seven 
advanced dithering algorithms are offered, including 
stochastic, error diffusion and half-tone conversion. 


HMS10 


Image Alchemy V1.9 for OS/2 3.5 


Applause / Twain Q 
for OS/2 

By Solution Technology, Inc. 

Textflow for OS/2 provides a fully automate batch full 
text OCR system. Includes Review document image 
management software for scanning and image 
management. Proccesses unattended bulk OCR. 
Outputs ASCII Stream Text, paragraph text or an RTF 
formatted document. Import directly into your word 
processor for edit and correction. 


SLT25 


Applause for HP Scanners vl.O 


SLT45 


Textflow for OS/2 


SLT60 


TWAIN for OS/2 High Speed Driver Pk 


SLT62 


TWAIN for OS/2 Medium Speed Driver Pk 


SLT64 


TWAIN for OS/2 Consumer Driver Pk 


BlueCAD 

By CadWare 

BlueCAD’s professional drafting tools fully exploit 
OS/2 Warp, with WPS integration, multi-threading, 
drag-and-drop and REXX interface. With more than 
100 CAD commands, an unlimited number of 
drawing entries and layer and block management, 
BlueCAD is an excellent choice for both architectural 
and mechanical drafting. 


CAD10 


BlueCAD vl.O 


CAD20 


BlueCAD VI Student Ed 


Embellish Q 

By Dadaware 

Embellish is the photo-editing graphics program for 
Windows 95 and OS/2 that combines painting, 
drawing, color editing, text and special effects all 
into one fun-to-use application. Use Embellish to add 
that extra touch of personality to your photographs 
and jazz them up to make something unique and 
special! 


CRU31 


Embellish v2.0 


lmagePlus/2 

By IBM 

lmagePlus/2 is an image and document 
management system which can be used over a LAN 
or a single workstation. Features include an intuitive 
drag-and-drop interface, flexible indexing, 
sophisticated work management, and storage and 
retrieval of many document types. 


95G0756 


lmagePlus/2 


lmpOS/2 

By Compart 

Use this powerful, award-winning tool to create 
and process images of most popular formats. 

Import images via scanner, video camera or Kodak 
Photo CD. 

Powerful new tools include magic wand, circular and 
freehand selections (can be edited as masks), new 
filters include sponge, waves, whirlpool, oil-paint, 
gradients, automated batch programming, multi-page 
images, REXX interface and more. Supports over 
25 scanners. 


CMP20 


lmpOS/2 V2 (English + German CD) 


CMP50 


lmpOS/2 ScanMaker E3 


CMP51 


lmpOS/2 ScanMaker E6 


CMP52 


lmpOS/2 ScanMaker 35T Plus 


Interstream Q 

By Interstream, Inc. 

A very fast MPEG-1 video player for OS/2 PM. 
Features include the standard play, stop, pause, 
single frame advance, rewind, as well as being fully 
resizeable, supports video CD’s (no audio), and drag 
and drop. 


ColorWorks 

By SPG 

This graphics editor for the computer artist features 
thousands of drawing tool options, flexible definition 
of floating images, photo retouching effects, filters, 
special effects, multiple warping methodes and free 
form distortion mapping. ColorWorks offers 255 
levels of undo, drag-and-drop images between 
canvases, and ultra-precise image editing. Enhance 
speed with up to 64 parallel processors. 


MODIO 


MD+F Plug-ins for ClrWrks V2 - Effects 


MODI 5 


MD+F Plug-ins for ClrWrks V2 - Anim GIF 


MOD20 


MD+F Plug-ins for ClrWrks V2 - Renders 


SLT50 


TWAIN for ColorWorks Scanner Plug-In 


SLT66 


TWAIN for ColorWorks Cnsmr Drvr Bndl 


SPG73 


ColorWorks V1+ w/docs 


SPG80 


ColorWorks V2 CDROM w/docs 


INS10 


InterStream MPEG Player 

MainActor/2 

By BMT Micro 

* Loading of AVI, BMP, DL, FLC/FLI, GIF, GIF-Anim, IFF, 
IFF-Anim3/5/7/8/J, JPEG, PCX, MPEG-I/II, TGA, 
QuickTime and WAV. 

* Saving of AVI, BMP, FLC/FLI, GIF, GIF-Anim, JPEG, 
MPEG-I/II, TGA, QuickTime, Vidao Data and WAV. 

* The GIF-Anim saver supports transparency and 
Netscape loop extensions. 

* Full Motion JPEG support (loading/saving) for AVI 
and Quicktime. Includes Miro and FAST Motion 
JPEG support. 

* Lots of editing and animation processing 
functions, like a palette editor, editing functions for 
global and local timecodes and more. 

* MainView, a flexible external player for 
MainActor/2. 

* Fast playback due to the support of DIVE 
technology from IBM. 


MBTMA 


MainActor/2 



NeoN Graf ix 3D Q 

By COMPO Software 

A complete package for creation and animation of 
broadcast quality 3D graphics. Faster and more 
feature-rich than other, more expensive products, 
this native 32-bit application delivers workstation 
performance on desktop computers - without 
sacrificing performance or quality. A fully 
configurable Object Editor and powerful tools such 
as Spin, Extrude, Rotate, Mirror, Multiple Copy, 
Stretch and Bevel allow for quick creation and 
modeling of bodies. 

3D Morphing changes the form, materials, and/or 
lighting of objects during animation. Procuce images 
of virtually any resolution of color depth which can 
be used for presentations, product design, logo 
animations, game development, video production 
and more! 

The light version is a true value, delivering the same 
quality and speed for a fraction of the cost. 

Advanced features such as elastic deformation and 
morphing are disabled. 


CPS00 


NeoN Pixel (German/English) 


CPS08 


NeoN Vector 2D (German/English) 


CPS10 


NeoN Grafix 3D V2 CDROM (German/English) 


CPSll 


NeoN Grafix 3D Light CD no docs (Germ/Eng) 


CPS20 


NeoN StoryBook (German/English) 


Pj2 Professional CAD 
System 

By CadWare 

Pj2 Professional CAD System is a CAD package 
which gives you powerful drafting tools by exploiting 
the new advanced features of OS/2 2.x. For instance 
Pj2 manages an unlimited number of graphical 
entities, thus allowing you to create highly 
sophisticated technical drawings on your PC. 


CAD70 


Pj2 CAD System v3.1 


PMView Q 

By Peter Nielsen 

PMView is a viewing and editing tool for bitmapped 
graphics. It provides support for systems with 
palette manager and deep color displays. On 
systems with palette manager, PMView gives you 
color animation and its color optimizing functions 
make sure that you always get good looking images 
with the best colors possible. 



QuickMotion 

By Practice Corporation 

The QuickMotion plug-in for OS/2 multimedia gives 
your OS/2 system the power to play QuickTime 
(.MOV) movie files from the world wide web, and 
other sources. With QuickMotion for OS/2, your 
existing movie player applications can instantly play 
QuickTime movies. No fussing with Win-OS/2 
settings, it’s native 32-bit OS/2! 


PRA10 


QuickMotion Vl.l CDROM 
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OS/2 Warp 4 Merlin 

By IBM 

OS/2 Warp is the ideal operating system solution for 
today’s networked world, offering customers an 
open business platform for heterogeneous 
environments. IBM plans to move into the future 
with its customers by continuing to deliver network 
computing enhancements and solutions for OS/2 
that leverage and extend customers’ investments in 
client/server-based environments. 

The OS/2 Warp family of products deliver today on 
the promise of network computing with 
Internet/intranet connectivity, dependable systems 
management, ease of use, scalability and support 
for Java technology across the OS/2 Warp family. 

Call for information on upgrades, licencing, etc. 
Through the IBM Advantage program you can 
download new features directly from the internet. 

All versions include Win-OS2. 


OS/2 Warp V4 US 
OS/2 Warp V4 US Upgrade 
Microphone 

Warp Connect 

By IBM 

Get a complete connectivity solution together with 
OS/2 Warp and the Bonus Pak - all in one box! 
Everything has been tested to work together, so 
you’ll save time and hassle. 

Warp Connect has everything that’s 
currently in Warp, PLUS: 

* Peer to Peer Support 

* LAN Distance Remote 

* OS/2 LAN Requester 

* TCP/IP for OS/2 version 3 

* Novell Netware Requester 

* Information CD 

* Network SignON Coordinator 

* Lotus Notes Express 
Warp Connect will interoperate with: 

* IBM LAN Server (and PCLP 1.3) 

* Windows for Workgroups 

* NetWare 

* Windows NT 


Barcode Anywhere Q 
for OS/2 

By Solution Technology 

BarCode Anywhere is a standard ImagePlus or 
Visual Info input filter to capture barcodes at any 
angle anywhere on the image for document indexing. 
The DLL’s function is to accept uncompressed 
images from the scanner, search the image for 
readable barcodes anywhere on the page, at any 
angle, decode, and return them. 

Barcode Anywhere for OS/2 

Scalable Bar Codes Q 

By Conceptual Print Inc. 

Scalable Bar Codes allows you to create and print 
barcodes which can be scanned by standard bar 
code readers. All the programs below include 
UPC/EAN code, the universal product identification 
system. 

Scalable Bar Codes-Code 39 V2 3.5 
Scalable Bar Codes-lnterleave 2to5 V2 3. 
Scalable Bar Codes-Code 128 V2 3.5 
Scalable Bar Codes-Codabar V2 3.5 
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BookManager 

By IBM 

The BookManager family of 
products allows you 
to create and read electronic 
books. With BookManager 
BUILD/2, you can build electronic 
books from text and graphic files. 
BookManager READ/2 provides 
the user with a search function to 
find information through exact 
matches, wildcards, case-sensitive 
matching, and “fuzzy” searches on 
word and spelling variants. 


Review 

By Solution Technology 

Review is a Twain-enabled document manager for 
OS/2 providing complete document indexing, 
storage, and retrieval. Search time is minimized by a 
document indexing system which allows an 
unlimited number of folders and multiple search 
fields. Review supports more than a dozen popular 
image file formats and features direct scanner 
support. OS/2 compatible SCSI scanner required if 
direct scan feature used. 



TrueSpectra Q 

Photo Graphics 

By TrueSpectra Inc. 

TrueSpectra Photo>Graphics employs object- 
oriented techniques, dynamic multithreading, and an 
advanced user interface to revolutionize traditional 
graphics and image processing technologies. Based 
on TrueSpectra’s 32-bit ColorWave render engine 
which handles high-resolution 24-bit images in low 
memory situations with excellent performance, the 
product enables even a novice to create stunning 
graphics combining digital images (PhotoCD), 
effects, and text for use in any Internet or 
multimedia presentation. 


TRU10 


TrueSpectra Photo V1.0 CDROM 


TRU50 


TruSpectra Photo Pro 

UniteLite 

By Cirrus Technology 

Scan, view and organize your documents right from 
your desktop with UniteLite’s powerful drag-and-drop 
features. Quickly find documents with UniteLite’s 
search and retrieval capabilities. The flexible image 
viewer allows you to pan, zoom, scroll, scale, invert, 
and rotate images. Fujitsu or HP Scanjet II scanner 
required if direct scan feature used. 



Xact 

By SciLab GmbH 

Use Xact’s data sheet and graphics editor with 
object-oriented charting functions for all your 
charting needs. Edit data and graphs with easy 
annotation features to make publication quality 
graphs. Intuitive and easy-to-use, Xact creates line, 
scatter, bar, pie charts - even in 3D - and more. 
Customize your data with it’s powerful REXX macro 
capability. 



* TCP/IP 

Warp Connect comes with WINOS2 or without 
WINOS2. Call for upgrades (also from without 
WINOS2 to with WINOS2), licences, other languages. 


07H9798 


OS/2 Warp Conn. V3 With Winos2 US CD 


07H9845 


OS/2 Warp Connect V3 US CD 


28H5277 


Upg OS/2 Warp— Warp Connect V3 US CD 


28H5295 


Upg Warp w/W — Warp Connect w/W US CD 


Bookmanager Build For OS/2 V2.0 US 

Clearlook 

By Clearlook Corporation 

The Clearlook word processor gives you 
unsurpassed flexibility, the features everyone needs 
in a compact package, plus extras like single or 
multiple-page views, mail-merge, envelope printing, 
and indices. You’ll quickly produce sophisticated 
documents right from the start. 


Profit From Volume Discounts! 


Make the most out of your software budget and streamline license 
management across your organization. We want to make sure you get the 
best possible price by purchasing through any of these discount plans: 


IBM Software Advantage 

A discount plan for additional licenses of 
IBM software. Discounts range from 15% 
to 45% off Suggested Retail Price. The 
more you buy, the larger your discount! 


Lotus Passport 

A volume licensing program for 
acquiring and upgrading Lotus software 
and services. Several options exist for 
organizations with 25 or more pc’s. 


Call us today if you want to have more information about these programs! 


CLK30 


Clearlook V1.7 


Contact Connection Q 

By Computer Interface Corporation 

Contact Connection is a native OS/2 contact 
manager for the home and office that is powerful, 
flexible and easy to use. 

Use it for simple tracking of addresses, phone 
numbers and notes, or use its more advanced 
features such as action lists, document tracking and 
linking of related contacts. 


CIC37 


Contact Connection V2.0 


























Describe 

By Describe 

The Describe Voyager CD contains full working 
versions of the OS/2, Windows95, Windows NT, and 
16bit Windows 3.1. It also includes dictionaries for 
many European languages. Describe does not 
provide technical support anymore. 


DES60 


Describe Voyager Plus CDROM 


DES61 


Describe Voyager Plus 5-pk 



Domino Q 

By Lotus 

It’s a Web Server: Quick web site creation. Take an 
easy point and click approach to establishing and 
managing your web site. Efficient Web authoring. Let 
Web content authors use any browser to create, edit 
and maintain their own web pages. It’s also a Web 
Application development environment. User a rich 
set of development and interactive Internet/Intranet 
applications. Create dynamic Web sites that present 
personalized content based on a user’s identity and 
preferences. 


85AI81E 


Lotus Domino 4.5 Starter Pack 


MERCHANT 


Domino.Merchant for OS/2 

IBM Electronic 
Publishing Edition 

By IBM 

IBM Electronic Publishing Edition for OS/2 version 
2.2 allows you to dynamically convert documents for 
viewing by WWW browsers. It allows you to provide 
(across your enterprise) up-to-the minute 
information from a central location, author 
information in a variety of formats, reuse existing 
documents without having to convert them to HTML 
and provide powerful search capabilities. 


33H1539 


Bookmanager Electronic Publishing Edition 

FontFolder 

By PVSoft 

Makes working with fonts a breeze. With point-and- 
click font install you only load the fonts you need. 
Use fonts directly from CDROM. Browse and print 
uninstalled fonts. One step loading of all fonts for 
repetitive jobs, “every font management function 
that I could possibly use” - OS/2 Magazine. 


PVS10 


Font Folder (Electronic Edition) V2 

FormTalk 

By IBM 

FormTalk lets any user design and fill in on-line 
forms, and then send them to others via Lotus 
Notes, cc: Mail or other e-mail systems. Plus you 
save on the costs of using outside services to 
create, print and store paper forms. 

Requires LAN based email system. 


72G6248 


IBM Formtalk VI FOR OS/2 - US 


Frobozz Investor 

By Frobozz Magic Software 

Frobozz Investor is a powerful investment tool. This 
excellent OS/2 product contains three modules: 

Fund Module with option pricing, price limit alerts 
and teletext data feed. Portfolio manager for multiple 
portfolios with result analysis. Technical analysis 
module for spotting price trends. Supports the 
Hactar & Keyword teletext adapters. Rexx interface 
for external database access. 


FROBOZZ 


Frobozz Investor 

HTML Studio (323 

By Panacea Software 

HTML Studio enables you to create outstanding web 
pages, without knowing HTML tag language. 


PAN20 


HTML Studio (Electronic Edition) 

In Charge (Q 

By Spitfire Software 

In Charge Financial Management System: a new 
standard for power, performance, ease-of-use and 
flexibility in managing your finances. Supports: 

- multiple currencies 
-full query capabilities 

- unlimited number of accounts 

Ideal for Personal and Small Business Use. 


SPT45 


InCharge 

IntelliWatch (323 

By Candle Corp. 

Manage and monitor all OS/2 and Windows 
machines with IntelliWatch Analyzer. Features 
include: software distribution, application metering, 
resource monitoring and much more. 


CND10 


IntelliWatch Monitor for Notes 


CND20 


IntelliWatch Analyzer for Notes 

Maple V Q 

By Waterloo Maple Inc. 

Maple V Release 4 is the powerful computer algebra 
system used by mathematicians, engineers, and 
scientists for teaching and research. Maple V lets 
you perform an enormous range of symbolic and 
numeric computations quickly and accurately. It 
includes more than 2500 built-in math functions, 2D 
and 3D graphics, animation, and more. 



MESA 2 

By Athena Design 

This native OS/2 spreadsheet takes advantage of 
SOM, OpenDoc, Multithreading and the Object- 
Oriented User Interface. Tools such as Formula 
Inheritance and SmartFill dynamically link cells 
which automatically update themselves. Mesa 2 also 
includes an object library so you can integrate Mesa 
objects into your own business applications. 


SUN30 


Mesa 2 V2.1.6 


There Is More great OS/2 software available than we can show 

you here in this catalogue. Check out our website for the latest information! 


Lotus Notes 

By Lotus 

Client/server environment in which users 
communicate over LANs with document databases 
that reside on one or more shared Notes servers. 
With Notes, all users have simultaneous access to 
the same critical information stored in Notes 
databases, whether they are using Windows, OS/2, 
Macintosh, UNIX, Windows NT or Novell platforms. 
Through the use of data replications, every copy of 
the database is always up to date. Even remote 
users only occasionally connected to the network 
can participate fully in Notes information sharing. 


81AI81E 


Notes Desktop Client V4.5 OS/2 Win 3/95 UK 


84AI81E 


Notes Full Client V4.5 OS/2 Win 3/95 UK 


NOT83 


Notes 4.5 Server OS/2-WinNT UK 

Omnifile Q 

By Computer Interface Corp. 

Database, Contact Management and Personal 
Information Management in one easy-to-use 
application. Use OmniFile for information linking 
grouping, customization printing and reporting. 
Functions include: Action Item List, Inventory 
Tracking, Notes Filing, Electronic File Cabinet, Phone 
messages, Meeting Planner and more. Omnifile is 
available in Home, Pro and Office (5-user) versions. 


CIC50 


OmniFile Home 


CIC52 


OmniFile Pro 


CIC54 


OmniFile Office 

Opus 

By Alpha International GmbH 

Precise project planning and tracking, intended for 
novices as well as experts - that is OPUS. Are you 
looking for: multi-project support, order oriented 
project planning, templates for complex tasks, 
project based time recording, database for persons 
and activity definitions, PERT like network diagrams 
and more? Look at OPUS. German version. 


OPUS 


Opus Project Management (German language) 

Relish Q 

By Sundial Systems 

Relish Net fully integrates personal, group, and 
resource calendaring. Runs under OS/2 2.x with IBM 
LAN Server, Microsoft LAN Manager, or Novell 
Netware. 



SearchManager/2 

By IBM 

The fastest text search around. Do a search on 
WordPerfect, Word, AmiPro and other file formats 
from a single point. Ask for a word and you get exact 
and close spelling matches and conceptually related 
words and phrases. Single workstation or client/ 
server environment. Support for both OS/2 and 
DOS/Windows clients is provided. 


68G6316 


IBM Searchmanager LAN Server/2 Cl/2 


68G6318 


IBM Searchmanager/2 

































Simply Speaking Q 

By IBM 

The Windows95 version of the same VoiceType that 
comes standard with OS/2. 


10J8038 


IBM VoiceType SimplySpeaking UK CD 


84H4818 


IBM VoiceType SimplySpeaking US CD 



Lotus SmartSuite 96^ 

By Lotus 

SmartSuite 96 for OS/2 Warp contains completely 
re-architected 32-bit native OS/2 versions of 
WordPro and Freelance Graphics. Also included are 
Windows V3.1 versions of 1-2-3, Approach and 
Organizer that can be run in a Win-OS/2 session. 
SmartSuite 97 is expected at the end of 1997 with 
all native OS/2 versions. 


LOTUSSMRTUS 


Smartsuite 96 for OS/2 US Comp. Upg. 


LOTUSSMRTUSF 


Smartsuite 96 for OS/2 US 


SpellGuard (J§3 

By 2 Rud Software 

SpellGuard is a multithreaded spell checker which 
takes very little CPU and has comprehensive help. It 
also includes a dictionary maintenance program and 
a program that allows you to add a file of words to 
the dictionary. If you’re online, you need this 
program ! 


RUD10 


SpellGuard Vl.l 3.5 


StarOffice 

By Star Division 

A clone of MS Office! StarOffice gives you a multi- 
lingual and multi-platform CD-ROM with a complete 
Office Suite. This includes StarWriter, StarCalc, 
StarChart and more. Version 4 is expected in the 
summer of 1997. 


STAROFFICE 


StarOffice w/14k4 modem 


STAROFFICE4 


StarOffice version 4 


Transaction Server 

By IBM 

Upgrade now from CICS for OS/2 to the IBM Trans- 
action Server. OS/2, DOS, AIX, Windows, OS/400, VSE 
and MVS Clients and OS/2, AIX and NT Servers. 


33H2061 


Transaction Server for OS/2 UK CD 


Voice Enhancements^^ 

By IBM 

Voice Type for OS/2 Warp Enhancement strengthens 
the VoiceType included in OS/2 Warp Version 4. This 
enhancement gives professionals who dictate the 
ability to delay correcting their dictation. 


84H4717 


Voice Enhancements by IBM 


WordPro/Freelance Q 
Graphics 

By Lotus 

WordPro for OS/2 Warp - 
A full-featured word 
processor that provides 
Internet publishing, 
collaboration capabilities 
with Team Review, 

TeamConsolidate and 
Versioning, rapid 
professional document 
creation with Smart- 
Masters, organization with Divider Tabs, the ability to 
spell check and edit a document simultaneously, 
and a personalized help system, Ask the Expert. 
Freelance Graphics for OS/2 Warp - A powerful 
presentation graphics program with a start-to-finish 
process that allows users to develop plans, reports 
and proposals that can also be used as 
presentations. Include team-computing features: 
TeamReview, TeamConsolidate and Versioning. 



818H2E 


WordPro/FreeLance for OS/2 UK CD 



! 

Programmer’s Editors 




The BOXER Text Editor 

By Boxer Software 

The BOXER Text Editor is an affordable, yet powerful 
and easy to use character mode text editor for OS/2. 
This 32-bit application takes full advantage of OS/2’s 
advanced features such as virtual memory and long 
file names under HPFS. BOXER’S powerful feature 
set includes things usually found only in editors 
twice the price or more. BOXER is fully configurable 
with many built-in emulations such as Brief, EPM, 
QEdit, WordStar, Norton, etc. Includes DOS version. 


BOXIO 


The BOXER Text Editor V7.0 


IPF Editor 

By Perez Computing Services 

Create Hypertext documents and on-line help easily. 
Import from word processors, create IPF tables from 
Lotus and Microsoft spreadsheets, and add 
multimedia music and voice support to your on-line 
documents. Note: requires the IPFC compiler 
included IBM’s Developer’s Toolkit. 



Preditor/2 

By Compuware 

Rapidly perform searches and scrolls at rates 
unheard of with the previous generation of GUI 
editors. PREDITOR/2 handles very large files without 
arbitrary limits of buffer size, number of open 
buffers, etc. and it’s equipped with it’s own C-like 
extension language, compiler and on-line debugger. 


COM79 


PREDITOR/2 V3.0 


Qedit/Semware Editor Jr. 

By Semware Corporation 

Whether you are just beginning to use a text editor 
or you’re a programmer who demands a high 
performance, thoroughly professional package, 
Semware is for you. Includes the DOS version. 


SEM60 


The Semware Editor Junior for OS/2 


RimStar Programmers 
Editor 

By RimStar Technology 

Lets you edit text at lightning speeds. Its feature set 
will increase your productivity with multiple file 
editing, unlimited undo and redo capabilities, C 
macro language and on-line help. RimStar’s Source 
Browser eliminates annoying searches for functions 
and variable definitions, and references with a 
convenient ‘jump to’ feature. 


RIM20 


RimStar Programmers Editor V2.1 


Visual SlickEdit 


for OS/2 

By MicroEdge 

Visual SlickEdit v2.0 gives 
you more features, more 
speed, and more power. 
Simply put, its everything 
you need to make your 
development more efficient 
and more productive. This 
award-winning 
programmer’s editor has 
been upgraded with new 
features and a new look 
that will save time, increase 
automation and reduce 
coding errors. 



MED21 


Visual SlickEdit V2.0 for OS/2 


SPF/PC for DOS & OS/2 

By Command Technology 

SPF/PC v4.0 for DOS and OS/2 provides downsizing 
solutions for mainframe MVS programmers facing 
the challenges of developing in a PC environment. 
Features full 3270 compatibility, Enhanced REXX 
support, Modifiable Colorization, 132-column 
support, SUPERC File Comparison, Horizontal/ 
Vertical Splits, and COBOL Workbench integration. 


CTC80 


SPF/PC V4 DOS OS/2 





REXX Programming Tools 


dbfREXX 

By dSoft Development 

dbfREXX is a dynamic link library (DLL) that provides 
simple, affordable database management from your 
OS/2 REXX programs. It makes accessing dBase 
files easier than anything you’ve imagined with 
functions immediately available through REXX for 
creating, reading and writing dBase files. 


DSF26 


dbfREXX V3.0 3.5 


REXX SuperSet/2 

By SofTouch Systems, Inc. 

Supercharge your REXX programs today with this 
set of seven DLLs containing over 300 functions 
that will make your REXX programming environment 
even more powerful. It includes an extensive 
reference guide with over 600 pages of detailed 
documentation for every function. 


GTU65 


REXX SuperSet/2 


GTU70 


REXX SuperSet/2 Pro 























REXX Tools 


GpfREXX 

By Gpf Systems, Inc. 

From the leading Interface Builder company Gpf 
systems, you can now work with REXX code. Using 
GpfREXX will give you, apart from a superb Interface 
Builder, the option to generate C or C++ code from 
the same GUI design by acquiring Gpf V2.1 or Gpf 
2.0 Single Platform. Easy to design multi-threaded 
applications. Includes source-code debugger. 
Supports all CUA’91 and Multimedia Controls. Point 
and click to integrate DB2/2 databases. 


GPFREXX 


GpfREXX 

RexxBase 

By American Coders 

Rexxbase provides a REXX interface to dBase III and 
IV files - DBF, DBT, NDX and MDX formats. 


ACD53 


RexxBASE V2.2 

REXX BOS (333 

By Logisoft AR Ltd. 

The complete Rexx OS/2 interface. It supports 
almost all OS/2 Control Program, VIO, mouse and 
keyboard APIs. Additionally it introduces many high 
level functions like scheduler, extensive CGI support 
for web servers, ASCII INI file support, directory 
manipulation etc. This comprehensive product 
comes with detailed online reference equivalent to 
400+ pages of guidance and reference information. 
Each function has at least one complete example of 
usage. This library is very consistent in naming 
conventions, parameter passing mechanism and 
return codes. It comes with free technical support 
via e-mail. 



REXXLIB 

By Quercus Systems 

REXXLIB includes over 150 REXX extension 
functions for compound variable handling , 
interprocess communications, mathematics, system 
services and text-mode user interfacing. It also 
includes date format conversion. No runtime fees. 



REXXTERM (333 

By Quercus Systems 

Advanced programmable asynchronous communi- 
cations for DOS and OS/2 made easier. 


QUR85 


REXXTERM V2.3 for DOS and OS/2 

Surf ‘n’ REXX 

By Innoval 

Use REXX, VXREXX, and VisPro REXX to build 
powerful internet utilities. Surf ‘n’ REXX provides the 
DLLs to help you make your own webcrawler, send 
email from the command line, put and get across 
the net, and more! 



VisPro/Reports 

By Hockware 

VisPro Reports is the first and only REXX enabled 
report writer for VisPro/REXX, VX REXX and OS/2 
REXX. It allows you to print attractive reports 
including invoices, form letters, personnel reports, 
financial reports, and more. A wide variety of 
Avery(tm) labels are supported allowing you to print 
address and other labels easily. A CUA’91 style 
WYSIWYG report designer makes it easy to include 



Ever wondered why nothing changed 
when selecting the option for Security 
during the OS/2 Warp 4 installation? 

Well, find out what 0 S/2 Security can do for you ! 

I nstall Q -SM S and experience the wide range of security options 
available to you in OS/2 ♦ This Security M anagement System is 
developed in close cooperation with IBM and offers you the possibility 
to apply the security you need ♦ The modularity of this product offers 
you the choice of selecting only the use of features you want, and then 
only pay for the ones you need ♦ Interested in having a closer look, well 
don't wait any longer, you can check out the trial version of the product 
on the Application Sampler CD-ROM that you have already received 
when you bought your copy of 0 S/2 Warp Version 4 ♦ 



business graphics, photographs, calculated fields, 
multi-line text, lines and other cosmetic shapes. 


HCK30 


VisPro/Reports 

VisPro/REXX 

By HockWare 

Professional, drag and drop visual programming tool 
for OS/2 2.X GUI development. Includes all CUA ‘91 
objects plus 3-D business graphics and multimedia, 
full Workplace Shell integration, multiple thread and 
semaphore support; multiple development views, 
SOM-based object builder, and provides standalone, 
royalty-free executable. Supports DB2, Watcom SQL, 
and VXREXX conversion utility. LAN version available. 


HCK50 


VisPro/REXX Data Entry Object Pk vl 


HCK70 


VisPro/REXX Bronze V3.01 


HCK80 


VisPro/REXX Gold v3.1 

VX-REXX 

By Watcom International Corporation 

Watcom VX-REXX is a visual development 
environment for creating OS/2 applications. 
Combines a project management facility, visual 
designer and an interactive source-level debugger to 
deliver an approachable and productive visual 
development environment. VX-REXX Client/Server 
provides powerful connection, query and chart 
objects for accessing several databases, 
manipulating data and charting the results. 


W15645 


VX REXX V2.1 


W15646 


VXREXX Client/Server 2.1 


WAT20 


VX REXX Object Development Kit 


FOR MORE INFORMATION CONTACT USAT QSD, 
FAX: 31 (0)23 569 2299 ♦ E-MAIL: QSDQM KR@IBM .NET 
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40S2 with 4DOS (J23 

By JP Software 

Enhanced replacements for the default CMD.EXE 
and COMMAND.COM shells, including: full command 
history, aliases and over 50 new commands and 
dozen of new batch file features. Use both for a 
consistent interface in OS/2 and DOS. 



Archive Manager 

By VacNat 

32-bit, multi-threaded PM front end for PKZip, InfoZIR 
LH and LH32 OS/2 archive programs, which allows 
for the easy creation and maintenance of archive 
files. You can drag files into or out of archives, from 
one archive to another, and more. 


VAC38 


Archive Manager v2.2 

ATS for OS/2 

By MHR Software 

Build complete job streams, giving complete control 
of how and when to run each program. Define an 
unlimited number of tasks, dependencies, and 
holidays. ATS logs all activity to the disk and 
windows for Log, Status, and Running Tasks. 



Batch Manager 

By M. Bryce & Associates 

Batch Manager for OS/2 lets you manage a delayed 
execution job queue via an OS/2 PM program. It’s 
ideal for any batch process, including backing-up 
files, producing routine reports, and downloading 
data from mainframes. 


MBA49 


Batch Manager v3 

OS/2 Programmer’s 
Sidekick 

By Murray 

A quick reference that covers 800 of OS/2 Warp’s 
API functions, as well as structures, macros, and 
other useful programming info. 


QTR10 


OS/2 Programmers Sidekick 

Blanker Q 

By BMT Micro 

Screen Blanker is an easy to use utility to save your 
screen from damage. You can change the blank time 
and select blanking actions in the Settings dialog. 



File Commander/2 Q 

By BMT Micro 

File Commander/2 is a 32 bit OS/2 text mode file 
manager and shell that allows you to locate, copy, 
move, delete, view, edit and execute your files in a 
quick, convenient, and customizable manner. 


File Manager/2 Q 

By BMT Micro 

File Manager/2 is a shareware 32-bit OS/2 
Presentation Manager file, directory, and archive 
manager which you can use to manage all your file 
system objects. 

It is recognized by many as far and away the best 
graphically oriented file manager in existence on any 
platform today, and won the 1995 OS/2 Magazine 
Editor’s Choice Award. 


BMTFM2 


File Manager/2 

Chron 

By Hilbert Computing 

Chron is a 32-bit utility to start programs or display 
textual reminders at any given time. These program 
or reminder events can be automatically 
rescheduled to execute hourly, daily, on weekdays, 
weekly, every two weeks, monthly or yearly. An 
unlimited number of events can be scheduled. 



Workplace Commander 

By EDSG 

A 32-bit PM program ideal for handling files, 
directories and archives. It functionally covers all 
aspects of the Norton Commander for DOS but 
offers many additional functions especially for OS/2. 


COMMAND 


Workplace Commander for OS/2 UK 

Conversion Q 

Assistant 

By Snow Storm Software 

Units conversion system designed by/for Engineers 
and Scientists. Utilizes dimensional analysis to 
provide over 50 million unit conversions and over 75 
different unit types using minimal system resources. 
Use the intuitive interface to select physical 
quantity, dimensional formulae to/from, and more. 
Includes online help and clipboard support. 


SN030 


Conversion Assistant VI 3.5 

CopyShop/2 

By Trafalgar 

CopyShop couples traditional photocopier functions 
with unique features such as Mirror Image, Negative 
Image and Image Enhancement Algorithms. Fax a 
scanned document without entering your word 
processing program. Copy two-sided originals, or 
create sets of collated copies. Includes native OS/2 
scanner drivers to let you run your Windows scanner 
programs in Win-OS/2 sessions. 


TBS40 


CopyShop/2 

CPU Monitor Plus 

By Bon Ami Software 

CPU Monitor Plus displays real-time CPU 
performance and RAM utilization data for all 
processes and threads. 

Detect and stop invisible, runaway and background 
programs. Suspend threads and dynamically change 
priorities for all your PM applications. 

OS/2 2.x users can display real-time RAM utilization 
data including memory in-use, allocated, ratios, and 
much more. 


Ctrl-Alt-Del Commander 

By Perez Computing Services 

Prevents accidental rebooting of OS/2. It also lets 
you stop programs that have locked up the 
Workplace Shell, working when Ctrl-Escape doesn’t 
or restart a frozen WPS without stopping active 
applications. When activated it displays vital 
information about active applications and permits 
the alteration of their relative priorities. 


PCC91 


Ctrl-Alt-Del Commander V2 3.5 

Desktop Commander 

By Pinnacle Technology 

Desktop Commander allows an administrator to 
take a snapshot of an ideal workstation for a group 
workers, apply restrictions, store it centrally, and 
associate the desktop with LAN user ids. 


PIN70 


DeskTop Commander for OS/2 

DeskMan/2 

By Development Technologies 

Backup and restore your Workplace Shell objects, 
share WPS objects with other users, migrate objects 
between desktops, create an icon library, and much 
more. Set up personalized and standardized 
desktops that can be accessed from any 
workstation. Remotely installable and configurable, 
Deskman/2 is an indispensable tool for both LAN 
administrators and single users. 


DEV60 


DeskMan/2 v2 


DEV65 


DeskMan/2 v2 UG 

Desktop Observatory 

By Pinnacle Technology 

Build an instant Desktop in seconds, or perform 
maintenance on client Desktops from any machine 
on your network. Password protected folders, setup 
mobile desktops and security, or standardize an 
entire network. Apply restriction settings to objects. 
Great for selective backups, statistics or copying 
files from the server ... and more. 


PIN55 


Desktop Observatory v5 

Disk Jockey Q 

By Clear & Simple 

Efficiently find, catalog, move, delete, copy, zip and 
rename files. View text, image, sound and video files. 
Save wasted space with a Drive Clean-Up. Quick 
format diskettes, make directories and more. 


CLS10 


DiskJockey 

DriveCopy Q 

By PowerQuest 

There was a time when upgrading to a new hard 
drive meant hours of downloading data, applications, 
and operating systems to disk; then hours more of 
reinstalling everything to your new hard drive. If it all 
went well, you could be looking at a few days worth 
of work. Of course, there was always the risk of 
scrambling your data or losing it altogether in the 
process. Fortunately, now there’s DriveCopy. With a 
few simple steps everyhing from your old hard drive 
is automatically copied to your new one without 
losing a single preference, setting, or byte of data. 

No re-installing, no data loss, no headaches. 


BMTFC2 


File Commander/2 



PWQ70 


DriveCopy 
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Escape (Q 

By Snowstorm Software 

Escape GL now has unlimited 3D model support 
utilizing the very popular 3D Virtual Reality Modelling 
Language (VRML). Support for VRML models 
includes all graphical primitives, directional, point 
and spot lighting, multiple lights, perspective 
cameras, smooth lighting and shading, multiple 
quality settings, full material coloring, and multiple 
axis animation. Now fully compliant VRML 1.0 
models may be viewed and animated as a screen 
saver for Warp 4.0 systems. Hundreds of models are 
available on the Web in many areas of interest. 



GammaTech FileStar 

By SofTouch Systems, Inc. 

FileStar/2 for OS/2 lets you manipulate all your disk 
files with a drive window, a directory window, and two 
file windows within a single session. Browse files 
with your favorite browser or viewer; ZIP files to save 
space; monitor free space, swapper size and RAM 
size dynamically. FileStar/2 is highly customizable. 


STS46 


FileStar/2 v2.0 3.5 


STS70 


FileStar/2 10-Pk Lie 

GammaTech Internet 
Relay Chat 

By SofTouch Systems, Inc. 

Exploit OS/2’s easy to use interface while chatting 
on the Internet with GammaTech IRC. Includes 
menus and customizable toolbars for issuing IRC 
commands - no more command line interfaces. GT- 
IRC is a multi-user multi-channel chat network which 
enables you to have real time conversations all over 
the world. Users can talk in groups and in private 
conversation concurrently. 


STS60 


GammaTech Internet Relay Chat V2 

GammaTech Power Pack 

By SofTouch Systems, Inc. 

This excellent companion to the Utilities adds an 
extended attribute (EA) editor, an INI editor, a “Hot 
Key” utility, and a simple Screen Saver. 


GTU30 


GammaTech Power Pk vl.O 

SofTouch Suite 

By SofTouch Systems, Inc. 

SUPER VALUE! Get Gammatech Utilities, Filestar and 
Unimaint all in one package. 



GammaTech Utilities 

By SofTouch Systems, Inc. 

With GammaTech Utilities, you can recover deleted 
files, files from a corrupted volume, or an entire 
partition; optimize both HPFS and FAT partitions, 
perform system analysis, do mass deletions, edit 
sectors, enhance your directory list and protect your 
system from viruses. 


GTU20 


GammaTech Utilities V3.0 


GTU20U 


GammaTech Utilities V3.0 Upgrade 


Gear (Q 

By Elektroson 

Gear for OS/2 Warp is a professional CD-recording 
software package for imaging, document storage, 
mission critical archiving, title development, 
prototyping and premaster testing. 



The Graham Utilities 

By WarpSpeed Computers 

The Graham Utilities for OS/2 are the largest, most 
comprehensive suite of disk, file and general utilities 
written for OS/2 systems that are available today. 
The suite consists of 76 separate programs and 
modules. New features include: full FAT support and 
32-bit versions of everything and over 20 new 
programs, the manual has been expanded to 423 
pages and is included as an .INF file. The CD-ROM 
version includes the documentation in Adobe 
Acrobat, Postscipt and HTML versions. 


WAR62 


Graham Utilities v2 CDROM 

HomePage (Q 

Publisher 

By BMT Micro 

HomePage Publisher (HPP) is a WYSIWYG Web Page 
Design tool for OS/2. HPP is an integrated WYSIWYG 
HTML Publisher and Editor/Browser. HPP is a 
product that will allow you to create or modify any 
HTML pages. Easy to use, it does not require 
knowledge of HTML tags. With HPP, you will be able 
to modify pages and images directly in your 
document. Select text and objects you want to 
change attributes of and make changes by simply 
clicking toolbars, etc... In short, HPP is a Web 
browser that offers you, as an extra, all the 
possibilities of a word processor. HPP generates a 
high quality HTML code. 


HPP 


Homepage Publisher 

JP CD Suite Q 

By JP Software 

All six of JP Software’s award-winning command line 
tools for OS/2, DOS and Windows: 40S2, 4D0S, 
4D0S/NT and Take Command for OS/2, Winl6 and 
Win32 with complete documentation. Great for 
cross-platform work. 


JPS30 


JP CDROM Suite w/ Full Manuals 

Meeting Maker Q 
for OS/2 

By On Technology Corp. 

The client/server group scheduler sets meetings 
with others over the network, providing “real-time” 
scheduling control. Schedule people, resources and 
locations. Connect Meeting Maker XP servers via 
the Internet, eliminating scheduling hassles across 
geographic boundaries! 


ONTIO 


Meeting Maker for OS/2 System Pk 

Numerical 
Assistant Pro 

By Snowstorm Software 

NAP is an OS/2 Warp professional scientific/financial 
programmable calculator. Functions include: 
trignometric, logs, exponents, roots, factorials, 


absolute values, depreciation, interest, payments, 
and more. With full on-line help. 


SN040 


NAP (Numerical Assistant PRO) VI 3.5 


Object Desktop 

By Stardock 

This powerful desktop 
environment gets the 
most out of OS/2. 

Backup and distribute 
your desktop or 
portions of it, treat ZIP 
files as standard 
folders (view data, run 
programs right from 
the ZIP file), monitor 
resources, use virtual 
desktops, and more. 

Object Desktop 
Professional answers the most common corporate 
requirements for security, document management, 
training assistance, system backup, and 
environment standardization across the company. 



SDS36 


Object Desktop V1.5 3.5 


SDS40 


Object Desktop Professional CD 


SDS40U 


Object Desktop Professional CD UPG. 


OS/2 Essentials 

By Stardock Systems, Inc. 

OS/2 Essentials fills in the missing pieces on your 
OS/2 system. Includes: an advanced file manager, a 
full featured screen saver, an easy to use task bar, a 
WPS trash can, a directory space grapher, a 
multimedia arcade game and a great price! 



Partition Magic 



By PowerQuest 

Partition Magic is the 
only software product 
that lets you create, 
resize, move and 
format hard disk 
partitions on the fly 
without destroying 
data. The graphical 
interface instantly 
resizes large partitions 
with inefficient FAT 
clusters to reclaim 
hundreds of mega- 
bytes of disk space. Version 3 includes IBM’s boot 
manager. Works with OS/2, DOS and Win 3/95/NT. 


PWQ61 


PartitionMagic V3.0 CDROM 


PWQ61U 


PartitionMagic V3.0 Upgrade 


Performance Plus v3 

By Clear & Simple 

Performance Plus tunes your system and teaches 
the basic of OS/2 housekeeping. Features an easy- 
to-use GUI interface, clear descriptions, graphs, and 
context sensitive help screens which make tuning a 
snap for both new and experienced users. Includes 
the DOS Black Box, which optimizes settings for 
DOS/Windows applications. 


CLS35 


Performance Plus V4 





























PlusPak for OS/2 Q 

By Stardock Systems 

The PlusPak not only lets OS/2 users make their 
systems extremely slick, it gives them the ability to 
trade themes for one another. If you run OS/2 for 
any length of time, making your desktop pleasant to 
look at is important. The PlusPak makes it easy to 
transform your desktop into a work of art. Simply 
click on the “Theme” you want and your OS/2 icons 
will change to fit that new theme. 


SDS90 


PlusPak for OS/2: Themes 


SDS92 


PlusPak for OS/2: PMINews 

PM Assistant 

By Utilis 

Comprehensive, integrated suite of six utilities 
including hot-key access to applications, automatic 
application placement on screen, keyboard macros, 
task scheduling, screen saver and password 
protection. These capabilities can be combined into 
powerful compound macros to automate lengthy 
tasks involving one or more applications. 


UTI30 


PM Assistant 

Priority Master 

By Schedu Performance, Inc. 

Get control of your applications. Although the OS/2 
multitasking scheduler is excellent for general use, it 
limits your choice of foreground and background 
priorities. Priority Master gives this control back so 
you can choose which applications finish first. If you 
run applications that take more than their fair share 
of CPU time, then you need Priority Master to 
increase performance. 


SPI30 


Priority Master I 


SPI40 


Priority Master II 

Process Commander 

By Stardock 

Kill those errant processes and improve system 
stability. By working closely with IBM, Stardock was 
able to kill processes that even many OS/2 
developers said were unkillable. Process Comman- 
der provides a graphical version and even allow you 
to telnet to a hung machine and kill it from remote. 


QAPIus/2 Q 

By Digisoft 

QAPIus/2 is a fully multifunctional diagnostic utility 
designed to operate within the OS/2 Warp OS. 
Complete Hardware analysis and testing of any PC 
operating in OS/2 WARP. 


DGS10 


QAPIus/2 

Q-SMS / Security 
Managment System 

By QSD 

OS/2 Security for your workstation and servers. 
Offering you the selection of security features that 
you need to secure and manage the OS/2 platform 
across your network or on a stand-alone system. 
The flexibility of the security product allows you to 
make the security fit your environment with out 
causing unnessecary overhead. Control the use of 
your workplace shell, directories and files, or protect 
your system from the outside world using integrity 
checks and cryptographies. Available in several 
languages. 



RSJ CD Writer 

Provides transparent access to Writable CDs 
under OS/2. Writable CDs are accessed like simple 
diskettes! Supports CD Recorders from: 

Kodak, Philips, Yamaha, Sony, Grundig, Plasmon 
and Hewlett-Packard. 


RSJCD 


RSJ CD Writer File System 

Scratch N Post (Q 

By SoftPaw Development 

Scratch-n-Post gives you flexible event scheduling 
with numerous options. Create events to pop-up 
reminder notes (meetings, bills, birthdays, etc.) or 
run other programs (backups, communications, etc.) 
on a regular basis or just once. Logical groupings for 
easy viewing, sorting printing and maintenance. 
Friendly, easy to use interface. 



SDS65 


Process Commander Vl.x 



OS/2 Warp 
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Screensaver Q 

By BMT Micro 

Screensaver 2.6 is an easy-to-use 32-bit screen 
saver for OS/2 2.x and above, with password 
protection, DPMS monitor support, DOS and Win- 
OS/2 fullscreen support, Sound support, module 
building toolkit, more than 50 modules included. 



In this catalogue, we can’t list all the 
products we offer. You’re welcome to 
call us for more information about 
products you can’t find here. 

Or check out www.xeu.com/blueware/ 
for the news 
and up-to-date 
OS/2 product 
information. 

^0 




The Secure Workplace 

By Syntegration 

Gives your workstation security, extended access to 
the workplace shell, and a set of workplace 
management utilities no user should be without. In 
addition to protection, the software includes object 
management and editing, workplace backup and 
restore, system shutdown, workplace restart, and 
remote installation and configuration access. 


SNT56 


Secure Workplace for OS/2 V4.x - Stndrd 


SNT60 


Secure Workplace OS/2 V4 - Pro 


SpaceMap 

By Capstone Software 

This PM utility allows you to quickly clean up 
overcrowded disk drives, including LAN drives. It 
provides disk space summarization by directory or 
directory tree navigation, plus powerful search and 
manipulation facilities for groups of files. 
SpaceMap scans FAT, HPFS and CD-ROM formats 
and will handle long HPFS directory and file names. 


CAPll 


SpaceMap vl.ll for OS/2 


StopLight for OS/2 (Q 

By SafetyNet 

StopLight goes beyond desktop security. True 
security for OS/2. Protect files, directories and drives 
under PM, WPS, OS/2 and DOS command-line, WIN- 
OS/2 and dual-boot. Multiple user security profiles, 
audit log, boot protection, keyboard lock and screen 
saver, parallel, serial and floppy drive control. 


SAF20 


StopLight for OS/2 V2 


System Commander 

By V Communications Inc. 

Now you can try those other operating systems 
without giving up the your current one. System 
Commander makes it possible to install as many as 
100 operating systems on a single PC. A menu 
appears at boot time., select the OS you want and 
System Commander does the rest! 


VCM30 


System Commander V3.0 


VCM30U 


System Commander V3.0 for OS/2 3.5 upg. 


Take Command Q 
for OS/2 

By JP Software 

All of the features of JP Software’s award-winning 
40S2 and 4D0S shells in a native OS/2 PM utility. 
Includes command history, aliases, enhanced batch 
files and much more. Finally a command line that’s 
fully integrated with the OS/2 GUI. 


JPS25 


Take Command for OS/2 VI 3.5 


Taskbar for OS/2 

By Taskbar 

Push the cursor to the edge of the screen and a 
slim row of icons depicting your open sessions 
automatically appears. Click once and bring up the 
desired program. 


YODll 


TaskBar for OS/2 Registration 


YOD12 


TaskBar for OS/2 Registration Unlim Lie 


Travelling Q 

Workplace 

By Syntegration 

Backup, restore, create and manage OS/2 Desktops 
and workplace shell objects without rebooting. Now 
you can provide personalized desktops for each user 
and migrate them between workstations. The 
product translates long filenames so you can 
backup from an HPFS drive and restore on a FAT 
drive. Travelling Workplace is optimized for network 
administrators and simplified for end users. 


SNT10 


Traveling Workplace V1.20 3.5 
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UniMaint 

By SofTouch 
Systems, Inc. 

With Unimaint you 
can boot OS/2 
faster, or clean up 
precious hard disk 
space by totally 
uninstalling OS/2 
programs you’ve 
installed and no 
longer use. It 
includes uninstaller, 
which helps 
maintain INI files, 
and a desktop backup and portability tool that 
allows complete backup and transfer of customized 
desktops from one machine to another. 


STS51 


UniMaint V5.0 3.5 

Unite CD-Maker Q 

By Cirrus Technology 

Create ISO 9660 standard CDs that can be read by 
virtually any OS/2, Windows or DOS system. Its 
multi-threaded design and drag-and-drop features 
speed and simplify CD creation. Device drivers are 
included to write to and from many popular CD- 
recordables. 



x-it (523 

By CodeSmith 

X-it, “The One Button Zapper”, is a desktop enhancer 
which adds major enhancements to the hitherto 
barren OS/2 title bar (Warp 4.x, 3.x or OS/2 2.x) 

X-it (pronounced “exit”) provides a one button click 
to many desktop operations, such as closing a 
window, displaying a task list, VIO, single and 
multiline edit field cut-and-paste, and a unique title 
bar roll-up function. Functions are accessible from 
buttons on the titlebars, middle or right mouse 
buttons, or the keyboard. And there’s X-it’s complete 
customisability, even down to changing items on the 
popup menus, and the title bar bitmaps as well. 
Create and use your own bitmaps if you want. 



By Exceller Software 

Turn any OS/2 application into a multilingual 
powerhouse with X-L Keyboard. Remap your 
keyboard into 10 different predifined layouts or just 
add the characters you need. Great for word 
processing in foreign languages, and for chemistry 
or math symbols; more than fifty symbols are 
included. 


EXC50 


X-L Keyboard Mapper vl.O 


Java Developers Library 

By Vander Linden 

Everything the Java Programmer needs in one neat 
package. Two best selling books, Just Java and Core 
Java, bundled with a CD, that are packed with real 
world tips, tricks, and other techniques to help you 
get the most out of Java. 


PRH20 


Java Developers Library w/CD 

Getting to Know 
OS/2 Warp 4 

Get to know the new capabilities of OS/2 Warp 4 
quickly and easily. Written by IBM’s own specialists, 
the book is a one-stop source for all you need to 
know regarding this exciting operating system 
update, including built-in speech recognition and fully 
integrated Internet navigation. 


PRH36 


Getting to Know OS/2 Warp 4 

TCP/IP Unleashed 

By Parker 

This comprehensive reference shows how to set up, 
configure, administer, and use TCP/IP protocols on 
your local area network, for connecting to remote 
machines over wide areanetworks and 


Xtra Xtra 



X-L Keyboard 


Voice Pilot 

By Voice Pilot Technologies 

With Voice Pilot for VoiceType Dictation-equipped 
computers, you can review your calendar, make a to- 
do list and more-all using your voice. Voice Pilot is 
voice aware, not just voice enabled, this means you 
give your computer commands in real English rather 
than using your voice to push buttons and arrows 
designed for a mouse. 



WebExtra/NetExtra 

By Innoval 

Check out these handy internet utilities from 
Innoval. 


IN060 


WebExtra for WebExplorer 


IN061 


Post Road NetExtra 

X-File (523 

By Code Smith 

X-File, “The Open File Dialog Fixer”, is a desktop 
enhancer which adds major enhancements to the 
standard OS/2 microscopic “open/save as” file 
dialog. Nothing paranormal here - just real useful 
stuff. 

X-File runs under OS/2 3.0 or later, is small and non- 
intrusive, and will save you from merrily-we-scroll- 
along syndrome. Works with many apps such as 
System Editor and Enhanced Editor. 



By Sublime Software 

Xtra! Xtra! is software that produces a personalized 
newspaper on demand. Xtra! Xtra! goes online and 
finds news information based on your 
preferences, retrieves, formats then prints your own 
personalized newspaper — automatically. 



Zip Control 

By RPF Software 

Zip Control provides “point-and-click” access to 
Zipped archive files, both for viewing and creating. 
Zip Control supports password encryption, viewing 
and printing of embedded files, drag and drop, 
configurable virus scanner support, “checkout” files 
for evaluation/installation, extraction of selected or 
all files and a search of one or more drives for all zip 
files. 


RPF10 


RPF Zip Control V2.2.8 

ZIPMAN 

By Software Builders 

ZIPMAN is a full featured OS/2 interface to 
PKZip/PKUnZip & PKUnzip. It allows users to point 
and click, and drop and drag to compress, 
decompress and backup files using PKZip and 
PKUnzip. 


PKZIPLIB 


PKWare Data Compr. Library for OS/2 


SWB10 


Zipman vl.O 


ZIPOS2 


Zip for OS/2 V2 


There Is One Place To Find More OS/2 Software: 

www.xeu.com/blueware/ 



OS/2 By the 




book! Write 

helpful REXX scripts! Dig into Java 
now! Learn from the experts. We 
offer a large selection of OS/2 related 
literature - some with CD-ROM. 


QUE36 


10 Minute Guide to OS/2 Warp - Fulton 


PHT20 


Applets for Java 


WIL60 


Designing High-Powered OS/2 Warp Apps 


WIL81 


Developing Multimedia Apps Under OS/2 


PRH36 


Getting to Know OS/2 Warp 4 
























internetworks, and over the Internet. You’ll see how 
to configure TCP/IP on all the most popular operating 
systems, including OS/2, DOS, Windows 3.x, Win95, 
NT, Macintosh, NetWare, Unix, and Linux. 


SAM 17 


TCP/IP Unleashed 

OS/2 Warp 

Professional Reference 

By Little 

Great source of information for users interested in 
expanding their knowledge of OS/2. Explains the 
intricacies between variants of the system. 1000 pp. 


NRP48 


OS/2 Warp Professional Reference - Little 

Object REXX by 
Example 

By Urbaniak 

Learn Object Oriented Programming the easy way, by 
Example! The book contains 130 sample Object 
REXX programs illustrating every feature of the 
Object REXX language: Classes, Methods, Objects, 
SOM, WPS, OpenDoc and more. Each program 
accompanied by a detailed line-by-line description. 


AVIIO 


Object REXX by Example 


Object REXX 
for OS/2 Warp 

By Turton 

This book demonstrates a practical approach to 
using Object REXX and 00 techniques to develop 
commercial systems to meet changing business 
requirements. 


PRH35 


Object REXX for OS/2 Warp 

TCP/IP Programming 
for OS/2 (with 3.5” disk) 

By Gutz 

For the OS/2 programmer who wants to develop 
applications for TCP/IP, the autor provides detailed 
techniques for creating effective TCP/IP apps. using 
the C and C++ language. Complete OS/2 TCP/IP 
apps. for ping, gopher, and FTP (complete source 
code is provided in the companion disk). 


PRH15 


TCP/IP Programming for OS/2 with 3.5” Disk 

OS/2' 


Teach Yourself Java 
in 21 Days 

By Leway, Perkins & Morrison 

Teach Yourself Java in 21 Days, Proffesional 
Reference Edition is the new bible of Java 
programming. Learn the fundamental concepts of 
Java and object-oriented programming, and find out 
the Java class libraries and applet programming. 
Discover advanced techniques, to create larger and 
more complex Java programs, and then explore new 
topics such as images, animations, networking, 
debugging, and advanced data structures. 


SAM 16 


Teach Yourself Java in 21 Days 

Warp Server Certification 
Warp 4 Certification 

By Koerner, at al 

These handbooks, along with hands-on experience, 

allow you to create your own study schedule with 

helping to prepare you for the __ 

certification exams offered by 

the Professional Certification S _ _ — — — 

Program from IBM. ~~ " ~~ 7 “ 


IBA10 


IBM Warp Server Certification Handbook 


IBA15 


IBM Warp 4 Certification Handbook 



How to Plan, Develop and Impl Lotus Notes 


MGR72 


Instant OS/2! Porting Applications to OS 


PRH20 


Java Developers Library w/CD 


WGP10 


Java Language API SuperBible 


SAM 18 


Java Professional Developers Reference 


IDG18 


JavaScript Bible 


SAM10 


Lotus Notes 4 Administrators Srvivl Gde 


SAM12 


Lotus Notes 4 Unleashed 


SAM62 


Navigating the Internet with OS/2 Warp 


SAM21 


Notes Domino Svr 4.5 Unleashed 


PRH10 


Object Oriented VisualAge for C++ w/CD 


AVIIO 


Object REXX by Example 


PRH35 


Object REXX for OS/2 Warp 


VNR47 


Objects for OS/2 - Tate 


MGR76 


OS/2 Batch Files to Go - Richardson 


MGR68 


OS/2 Connectivity and Networking - Johnston 


VGR99 


OS/2 For Your LAN 


VNR52 


OS/2 Netware Programming 


MGR88 


OS/2 Power Users Reference - Chapman 


SAM64 


OS/2 Warp Administrators Survival Guide 


MGR78 


OS/2 Warp Answers:Certified Tech Support 


PRI55 


OS/2 Warp:Easy Installation Guide - Kamin 


IDG23 


OS/2 Warp FAQs - Kaply And Sipples 


IDG20 


OS/2 Warp for Dummies - 2nd Edition 


IDG19 


OS/2 Warp Internet Connection - Morrison 


NRP48 


OS/2 Warp Professional Reference - Little 


ADD22 


OS/2 Warp Survival Kit - Proffit 


PRH38 


OS/2 Warp Toolkit for Software Devel 


IDG15 


OS/2 Warp Uncensored - Magid Schneider 


SAM66 


OS/2 Warp V3 Unleashed - Deluxe Edition 


WIL10 


Power Programming w/ VisAge C++ 


WIL65 


Programming OS/2 Warp V3 GPI - Knight 


WST10 


REXX Cookbook Deluxe Set 


CFS17 


REXX Reference Summary Handbook 4th Ed 


QUE10 


Special Edition Using Notes Domino 4.5 


QUE40 


Special Edition-Using Lotus Notes 4 


ABC16 


Stepping Up to OS/2 Warp 
TCP/IP Programming for OS/2 w/3.5 


SAM17 


TCP/IP Unleashed 


SAM16 


Teach Yourself Java in 21 Days 


SAM65 


Teach Yourself REXX in 21 days - Schindler 


PRI30 


The Internet Warp Book - Ivens 


MGR66 


The Ultimate OS/2 Programmers Manual 


QUE39 


Using OS/2 Lotus SmartSuite, Special Ed 


ABC17 


Warping to the Internet 


MGR74 


Writing OS/2 REXX Programs - Richardson 


MGR75 


Writing VX-REXX Programs 


More Books! 


We have more titles available 
than we can list here. Call us for 
more information or check out 
www.xeu.com/blueware/ now! 






























































New Service! 


Software 

Registration 

Service 

More and more software will be electronically distributed - on CD-ROM 
or via the Internet. It may save you money, because you don’t have to pay for 
packaging, printed documentation and transport. Also, you will often have the 
chance to use software on a shareware-basis and to try before you buy. 

B We are proud to announce our new Registration Service which 
enables you to obtain the required licenses to electronically 
distributed software easily. 

We now offer the complete range of titles from BMT Micro. 

B You can download the software directly from www.bmtmicro.com. 

Thereafter, you can purchase a full license 
/^\0 /O \A /om A directly from us. It’s just as easy as buying 
V V Ol yj } ) other software from us. As an alternative to 

downloading the often large files, we also offer 


The BMT 

Micro 

CD-ROM 


This CD features all 
the best of the best 
OS/2 shareware from 
BMT Micro: over 150 of 
the very finest OS/2 programs. 



Catalogue 


the new OS/2 shareware CD-ROM from BMT Micro. 


htjhhi'iaJ^nu] ju Ffwafu 
DISTRIBUTION 


The CD contains all the programs on this page, 
and more! Each program on the CD can be 
registered with us and you can receive the 
registration information delivered directly to you 
(by e-mail) soon after placing your order. 

In addition to being separated into categories, 
each program has been unarchived allowing 
many of the programs to be run or installed 
directly from the disc. Even the programs that do 
not lend themselves to direct installation from 
the disc have been unzipped allowing the user to 
browse the various readme files, help files, etc. 
Each directory has a descriptive text file that 
lists filenames and a brief description of the files. 
We truly believe you will find that having such a 
large collection of the very best OS/2 shareware 
at your fingertips a valuable resource. 

BMT Micro CD 


Address Book 

Dumpit 

God’s Word for 

JView 

PM Scrapbook 

Soup Kidchen 

aDialln 

E-Secure 

WIN & OS/2 

KON 

PM Stripper 

Spellguard 

Alarm Clock 

EEE 

Hethmon Bros, 

Kuvert/2 

PMCD2Wav 

Stris 

Albatros 

Element, ary 

FTPD 

Look/2 

PMCheckSum 

Super Pager 

Alchahest 

Entertainment 

HTML Builder 

Ltl, Digital Talking 

PMDiff 

Super Virtual Disk 

amixer 

Pack 

HTML Studio 

Clk 

PMDMatch 

Swap Monitor 

AppWait 

EqEd/2 

HTML View 

MailGate 

PMMail 

Tasker 

Arieel 

ETeller 

HTML Wizard 

MainActor 

PMMPEG 

Templeton 

Assualt 

Extended 

HTML-Ed 

MakMan 

PMPGP 

Ticker/2 

AudioRiver 

Clipboard 

Hyperview 

Matrix 

PMView 

TIE 

Background Magic 

EzLinkPM 

IconEase 

MMScope 

Post2You/2 

TKTools 

Binary News 

Family Tree 

IconHeaven 

Mr, Ed 

Practice Viewer 

tMidi for OS/2 

Reader 

File Commander 

IGATE 

MR/2 

Professor Owl 

TMixer 

BioGraph 

File Freedom 

iLink/2 

NEF 

QuickPicture/2 

Toy La nd 

Blanker 

File Scraper 

Inet.Mail 10-User 

NetClock 

RCF/2 

TrashCan 

CapWatch 

Filebar 

Inet.Mail 20-User 

NetPM 

Recovery Bible 

TVKit/2 

Card Games for 

Filejet 

Inet.Mail 

Newsbeat 

Rexx-lt 

Type/2 

OS/2 

FleetStreet 

Unlimited 

Nota Musica 

RexxEdit 

UltiMod 

CIS/2 

Floppy Copy 

Infobar 

Obackup 

RoboJob 

VRML2GL 

Clone Cleaner 

Floppy Disk 

InfoLog 

Object Selector 

RXCP290 

WatchCat 

Codex 

Catalog 

InfoMiles 

ONG Utilities 

Screensaver 

Watch Logon 

Connexion 

FM/2 

InfoPM 

Onscreen/2 

Secure-lt 

WebXOrg 

Collection 

FM/2 Taskbar 

InJoy 

OpenlRC/2 

SED 

WinSuite 

Conversion Pro 

Fontfolder 

Intercom 

OS/2 Commander 

Showfont 

WordWise 

Conversion Pro 

Frisky File Finder 

InterFTP 

0S2Cat 

SIO 

Workplace 

Desktop Wizard 

FTP Browser 

Internet 

PadHD 

Smalled 

Security 

DirMaster 

FTP-lt 

Adventurer 

Pastry Box 

Smalled HTML 

Workplace Shell 

Disk Express 

GC2ED 

InterStream MPEG 

Penguin FTP 

Extensions 

Backup 

DiskCat 

GetURL 

Player 

PGP Easy 

Smalled with 

XIT 

DragText 

Gibbon Finger 

Investor 

PM Patrol 

HTML Ext 

ZOC 

DropZone 

Gibbon FTP 

Jet Commander 

PM Postnotes 

Sounder 

ZTreeBold 





Product Index 



40S2 with 4D0S 

.. 25 

COSMOS 

19 


.. 26 

NetPM 

8 

REXX SuperSet/2 

... 23 

Trials of Battle 

.. 19 

ADSM/2 

4 

CPU Monitor Plus 

25 

HTML Studio 

.. 22 

NetSP Server 

8 

RexxBase 

... 24 

TrueSpectra Photo Graphics 

.. 21 

APL2 for OS/2 

... 10 

Ctrl-Alt-Del Commander 

25 

HyperACCESS for OS/2 

7 

NetView DM 

8 

REXXLIB 

... 24 

UniMaint 

.. 28 

Applause/Twain for OS/2 

... 20 

Database Server 

10 

Hyperwise 

.. 12 

Novaback 

4 

REXXTERM 

... 24 

Unite CD-Maker 

.. 28 

Archive Manager 

... 25 

DatagLANce 

6 

IBM AntiVirus 

4 

Numerical Assistant Pro 

.. 26 

RimStar Programmers Editor..., 

... 23 

UniteLite 

.. 21 

ARCsolo for OS/2 

4 

DataHub for OS/2 

9 

IBM Electronic Publishing 


Object Desktop 

.. 26 

RSJ CD Writer 

... 27 

V Trek 

.. 10 

Assort 

9 

DB2/2 and DDCS/2 

9 

Edition 

.. 22 

Omnifile 

.. 22 

RUMBA for the Mainframe 

8 

Vigilance on Talos V 

.. 19 

ATS for OS/2 

... 25 


9 

IBM TCP/IP v2.0 

9 

OnCmd 

.. 10 

Scalable Bar Codes 

... 21 

Virtual Pascal for OS/2 

.. 14 


6 

dbfLIB 

10 

i Link/2 

7 

OpenPort Fax 

8 

Scratch N Post 

... 27 

VisPro Basic for MS Windows.. 

.. 14 


19 

dbfREXX 

23 


.. 20 

Opus Project Management 

.. 22 

Screensaver 

... 27 

VisPro Bundle 

.. 14 


4 


22 


20 

OS/2 Essentials .. .. 

.. 26 

Seagate Backup 

4 

VisPro C/C++ 

.. 14 


4 


25 

lmpOS/2 

.. 20 

OS/2 Programmer’s Sidekick.... 

.. 25 

SearchManager/2 

... 22 

VisPro/Reports 

.. 24 

BakUpWiz 

4 


25 


.. 22 

OS/2 Warp 4 Merlin 

.. 21 

Secure Workplace for OS/2 

... 27 

VisPro/REXX 

.. 24 

Barcode Anywhere for OS/2 

... 21 

Desktop Observatory 

25 

InfoOnCall 

7 

OS/2 Warp Server 

9 

SimCity 

... 19 

Visual SlickEdit for OS/2 

.. 23 


25 


. ... 12 


7 

Partition Magic 

.. 26 

Simply Speaking 

... 23 

VisualAge C++ 

.. 12 


19 


5 


.. 22 

PC Board 

8 

SimTown for OS/2 

... 19 

VisualAge for Basic 

.. 14 


. 10 


25 


8 

PC-Lint 

.. 12 

SIO 

8 

VisualAge for Cobol 

.. 14 


4 


22 


7 

PC/400 and PC/3270 

8 

Smartsort 

... 12 

VisualAge for Java 

.. 14 


25 


25 


.. 20 

PC/TCP for OS/2 

7 

SofTouch Suite 

... 26 

VisualAge for Smalltalk 

.. 14 

BlueCAD 

... 20 

DualStor 

4 

IPF Editor 

.. 23 

Performance Plus v3 

.. 26 

Solitaire 

... 19 

Visualizer 

.. 10 

BMT Micro CD 

4 

Embellish 

20 

ISDN PM 

7 

Pj2 Professional CAD System .. 

.. 20 

Solomon’s Anti-Virus, Dr 

4 

Voice Enhancements 

.. 23 

BookManager 

... 21 

Escape 

26 

JP CD Suite w/Full Manuals 

.. 26 

PL/1 for OS/2 

.. 12 

SpaceMap 

... 27 

Voice Pilot 

.. 28 

Books 

....28 

eXceed/OS2 

6 

KopyKat 

7 

PlusPak for OS/2 

.. 27 

Speed Pascal 

... 12 

VX-REXX 

.. 24 

Borland C++ for OS/2 

... 10 

Experience C++ 

12 

LAN Intensive Care Utilities 

7 

PM Assistant 

.. 27 

SpellGuard 

... 23 

Walnut Creek CROMs 

5 

BOXER Text Editor 

... 23 

EZRAID 

4 

LANauditor 

7 

PM2YOU 

8 

SPF/PC for DOS & OS/2 

... 23 

Warp Connect 

.. 21 

CallerlD/2 

6 

FaxWorks Pro for OS/2 

6 

LANtastic for OS/2 

7 

PMComm 

8 

SQL Anywhere 

... 10 

Watch It 

9 

CapWatch 

6 

File Commander/2 

25 

Links Golf for OS/2 

.. 19 

PMMail 

8 

Stacker for OS/2 and DOS 

... 14 

Watchlogon 

9 

cc: Mail 

6 

File Manager/2 

25 

1 inkWi7 

7 

PMView 

.. 20 

StandbyServer 32 

9 

Watcom C/C++ 

.. 14 

Checklt 

6 

FontFolder 

22 

Lotus Notes 

.. 22 

Postroad Mailer 

8 

Star Emperor 

... 19 

Watcom Fortran 77 

.. 14 

Chron 

... 25 

FormTalk 

22 

Lotus SmartSuite 96 

.. 23 

Preditor/2 

.. 23 

StarOffice 

... 23 

WebExtra/NetExtra 

.. 28 

Classic Games 

... 19 

Frobozz Investor 

22 

LXOPT 

.. 12 

Priority Master 

.. 27 

StopLight for OS/2 

... 27 

WhoAml/PM 

9 

Clearlook 

... 21 

FTP Browser 

6 

MainActor/2 

.. 20 

Process Commander 

.. 27 

Surf ‘n’ REXX 

... 24 

Widget Workshop 

.. 19 

CleverManage 

6 

Galactic Civilizations 

19 

Managelt 

7 

Q-SMS/ Security 


System Commander 

... 27 

WordPro/Freelance Graphics 

.. 23 

CleverWatch 

6 

GammaTech FileStar 

26 

Maple V 

.. 22 

Management System 

..XX 

System Performance 


Workplace Commander 

.. 25 

CodeBase 5.0 

... 10 

GammaTech 


Master of the Empire 

.. 19 

QAPIus/2 

.. 27 

Monitor/2 

... 12 

X-File 

.. 28 

ColorWorks 

... 20 

Internet Relay Chat 

26 

McAfee VirusScan 

4 

Qedit/Semware Editor Jr 

.. 23 

SystemView / TME 

9 

X-L Keyboard 

.. 28 

COMi 

6 

GammaTech 


Meeting Maker for OS/2 

.. 26 

Queue+ PM 

.. 27 

Sytos 

4 

Xact 

.. 21 

Communications Manager/2 

6 

Power Pack for OS/2 

26 

MESA 2 

.. 22 

QuickLink MessageCenter/2 

8 

Take Command for OS/2 

... 27 

Xbase++ 

.. 10 

Communications Server 

6 

GammaTech Utilities 

26 

MicroLearn Game Pack, vol. II .. 

.. 19 

QuickMotion 

.. 20 

TalkThru 

9 

Xit 

.. 28 

COMscope 

6 

Gear 

26 

MKS Source Integrity 

.. 12 

R: Base 

.. 10 

Taskbar for OS/2 

... 27 

Xtra Xtra 

.. 28 

ComSpool 

6 

Golden CommPass 

7 

MKS Toolkit 

.. 12 

Relish 

.. 22 

TE/2 

9 

XyQuery 

.. 10 

Contact Connection 

... 21 

GpfREXX 

24 

MQSeries 

.. 12 

Remote Service 


Technical Connection 

5 

Zip Control 

.. 28 

Conversion Assistant 

... 25 

Graham Utilities 

26 

NDP Fortran 

.. 12 

Management 

8 

Tools and Games 

... 19 

ZIPMAN 

.. 28 

OnnvprRinn Wirlgpt$ 

10 

GUI Programming Facility 

12 

NeoN Grafix 3D 

.. 20 

ReView 

.. 21 

Transaction Server 

... 23 

ZipStream 

.. 14 

CopyShop/2 

... 25 

High C/C++ 

12 

NetOpPM 

7 

REXX BOS 

.. 24 

Travelling Workplace 

... 27 

ZOC (Zap-O-Comm) 

9 




OS/2 Warp Catalogue Order Form 


Send Me These Products From The OS/2 Warp Catalogue: 

If applicable, specify required version, 3.5” or CD, language. 

For upgrades include proof of purchase of current version. 


Qty Product 


Amount each 


Shipping 


Total 


Amount total 


Name_ 


□ M □ F 


Company 

Address 


Post Code 


City . 


Country _ 

Tel 

Fax 


E-mail 

Date 

Signature . 
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